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Sporting YouTH: 
The average man of today drives his 
own car and in many cases, his son also 


drives his own car. What about these 
cars, where are they all to be kept? 


It is obvious that these cars must be 
housed and that means thousands of 
new garages, and every new garage 
is a WQGEL Hydrant Prospect for you. 
The best time to install a VQGEL Hy- 
drant is when the garage is being built, 
but any time is the best time, for the 
VQGEL Hydrant works just as good in 
winter as in summer. 


Don’t let this profitable business that 
is to be had all around you, get away. 


See your jobber now,—he is anxious 
to help you. 


Jos. A. Vogel Co. 


Wilmington, Del. 
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RERS GRAND RAPI DS MICHIGAN 4 
WE SELL THE RETAIL PLUMBING TRADE EXCLUSIVELY © 





MIDST DANGEROUS ROCKS.THIS SHIP STEERS TRUE 
STRONG ARE HER SAILS AND LOYAL HER CREW &. 


Mention Domestic ENGINEERING when writing advertisers. 





DOMESTIC ENGINEERING February 28, 1925 











B3 


These Business Getters 


are for Plumbing Contractors 


—Without Charge 


In our 1925 newspaper and magazine 
advertising again we are telling the public 
of the superiority of BRASS and COPPER for 
plumbing and water heating installations. 

Using the above books and folders will 
help bring you new business created by our 
national advertising. 

Order Th 
e Home book and BRASS PIPE Plumb- 
them (by sumben ing book are complete and fully illustrated 
today publications of interest to your customers. 
But order early, as the editions are limited. 

The BRASS PIPE and Hot Water folders 
are in colors with your name and address 
imprinted without cost. 


COPPER t& BRASS 
RESEARCH ASSOCIATION 
25 Broadway - New York 
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There is one way you can be sure of getting the same quality of sani- 
tary vitreous ware every time you buy, and that way is to specify the 
product of a manufacturer who makes only one quality. It is 
obvious that if only one quality is made, you can’t get any other. 


We make only one quality and only three numbers-—one tank and 
two bowls, the latter differing only in size. Our immense and 
concentrated production insures a uniformity that is absolutely 
dependable and can be obtained by no other methods. 


Your jobber can supply you 


Producers of Genuine Two-Fire Vitreous 
China Water Closet Tanks and Closet Bowls 


ROBINSON, ILL. 








Plate No. 28 -Wash Down Bowl. Genuine two- 
Plate No. 8—-Tank. Made of two-fire vitreous china, 22 inches long, fire vitreous china. Roughs in at 12 inches. 
17 inches high and 8 inches wide. Equipped with Zeco (extra quality) Standard as to dimensions and size. Exced- 
or regular fittings. tionally deep water seal. 
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Presbyterian Church, Paoli, Pa. 


Distributors, Raub Supply Company, 
Lancaster and Harrisburg. 
Heating Contractor, R. H. Phelps, 
Malvern, Pa. 

One No. 37 Continental Low Water 
Line Boiler 


Continental Low Water Line Economies 


Make Church Dollars Go Farther 


The up-and-down demands of church heating are always a 
severe test of boiler economy. 


| The heating engineers for the Presbyterian Church at Paoli, 

30-Series Boilers, 43-inch Water a enecified s ; 2 ¢ ; j j 

Line, 1200 to 8200 9q. ft. steam x Pa., specified a Continental Low Water Line Boiler because it 
capacity. 


40-Series Boilers, 47-inch Water : 7” , ‘ . 
Line, 2500 to 22,300 sq. ft. steam The Continental Low Water Line Boiler, being a quick steamer, 


capacity. enables the fireman to get the church warm before services—then 


Made in regular and smokeless perfect fire control lets him maintain an even temperature with- 
types. 


combines unusual economy with flexible control. 


out fuel waste. 


Specially designed for both installation and fuel economies, Continental 
Low Water Line Boilers are making profits for Continental Dealers by 
making heating dollars go farther for building owners everywhere. 


(ontinental Heater (orporation 


Home Office and Factory 
Dunkirk, N. Y, U.S.A. 


The Continental Book tells 
the economy story of Con 
tinental Boilers and Radi 
ators. Send us your name 
and we will send you a copy. 
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YOUR 
OPPORTUNITY 


A Big New 
Field for 
Profit 


as 








Abundant Running 
Hot Water Without Gas 


Model 431 


Comescomplete 
with 30 gallon 
Stay of 


storage tank 


A big new opportunity for profit is Sales will be greatly stimulated Ly a (tant Superfes 
now offered plumbers in homes with- Perfection Water Heater advertising — mostatt shutoff, 
out gas. Perfection Kerosene Water campaign, starting next month, which en 
Heaters have opened this market by will tell home owners, the country 


making it possible, for the first time, 
to supply these homes a quick, de- 
pendable water heating service equal 
to that of gas. All inquiries will be referred | Wa 


over, of Perfection’s gas-like water 
heating service. 













to dealers. If you want your 


Perfection Water Heaters utilize the ; ; 
share of the business which 


speed, cleanliness and economy of 


Perfection burners which are now giv- they will produce in your 
ing daily satisfaction to the millions community, mail the coupon 
of women using Perfection Oil below for catalog, prices and 


Cook Stoves. discounts. 
THE CLEVELAND METAL PRODUCTS CoO., 755/ Platt Ave., Cleveland, Ohio 


In Canada, the Perfection Stove Co., Ltd., Sarnia, Ontario 


Model 412—A low priced, big value heater with Model 421 — Equipped with Giant Superfex 
two’ ‘Extra Fast’’ Blue Chimney Perfection Burners Burner, thermostatic shut off and triple copper 
Attaches to any storage tank coils. Attaches to any storage tank 


PERFECTION < 


4" hen sil Clo 


Kerosene Water Heaters (ssi. 


4 Cleveland, Ohio 


Gentlemen: 







y, Send me full informa- 
y, tion with prices and dis 
counts on your Perfection 

0 erosene Water Heaters. 


4 


‘Vame 


Get al/ t 

ale aC. 
Sib; ~~ Caley 

eo, San 
ai, 







t... 

Out Peps... 
d the eir ee — 
Ne 


[Upon ty wv makin, ee. 








‘Address 
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THENRE TOOL ALMACHINEW ORES) 


MANUFACTURERS OF HIGH GRADE PIPE TOOLS 


108-126 NORTH JEFFERSON STREET 


(CHIGAG A) [ts. 





HARRY G NYE 


To the Master Plumbers & Steam Fittere 
of the U.S.A. 


Fellow Citizens:- 


I was hiring a new stenographer the other day,-- not 
new exactly for beauty nowadays is only rouge deep. She was a cautious 
lady,-- about her job anyway, so she asked me "but if your business 
should fall off, would you still want me." "Lady, I replied solemnly, 
if business falls off you will have to work nights." 


I never could understand a fellow who, when business 
lets up, lets down. I have always figured that the time to play golf 
was when business was good and to burn the mid-night oil when business 


was rotten. 


Far be it from me to hold myself up as an industrious 
cuss. I certainly would like to be lazy,-- but I can't afford it. There 
are a lot of fellows who burn up all their energy when business is good 
hanging around the shop for fear that a nickel might escape, - then when 
business is rotten they quit. 


Did you ever hear about the time that Harriman hired 
Park? The great railroad genius went into a railway office while the 
railroad business was at the peak and saw an official with his desk 
Cleaned up ans that official was sitting looking out of the window. "I 
want that man" seid Harriman and he took him and made him general manager 
of a preat railroad. We wanted a man to loaf when he had a chance and 
knew the tire to loaf was when business was good. He wanted a man who 
did not load himsel*® with details to the exclusion of bigger things. 
He wanted a man who ran his business and not whose business ran him. 


Prosperity is the loafer's opportunity and adversity, 
the hustler's. If business is rotten, work nights,-- and right here is 
where 2 few Nye dies will help the efficiency of your shop. Send me 


- 


that order. 


Yours very truly, 


py PF 








. Cc right 1925, The Nye 
The tools you ewear BY and never AT. Tool & Machine Works 





ae 
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cA “New “Picture 


— but ‘Not Entered in 
Any Bathing Beauty Contest 


A St. Louis plumber, who is no 
chromo himself, wrote me recently 
and said: 


“Nye Dies may be getting better all the while, the way you claim, 
but what about Nye? I don’t notice any particular improvement there. 





NYE—the Die Man 


Pipe Tool Maker to the American 
Plumber and Steamfitter 


“You have printed that same darned picture of yourself for fifteen 
years. What's the matter? Don’t you ever get any older? Or who 
are you trying to kid? Yourself, or us? 

“Maybe you are afraid if you printed a picture of yourself the 
way you look now, it would cost you a lot of business. I dare you.” 


Well, here it is, fellows. We're no bathing beauty, we must admit. But neither is Jack 
Dempsey, or Cal Coolidge. And look how well they've done. 

In some precincts the women voted for Coolidge to a man, while Francis X. Bushman 
didn’t get a tally. And Jack Dempsey didn’t fight with his face—although it looks like it. 

And now Jack Dempsey has taken on a grass widow. That boy is certainly a glutton for 
punishment. 

A man’s face is a funny thing. Of course some of them are funnier than others. On a 
train one day a baby kept putting out its arms, and I thought, “It’s remarkable how chil- 
dren take to me.” And then the youngster said, “Nice doggie!” 

Sometimes we get so busy we don’t get a chance to shave. But we should worry. This 
isn’t a beauty parlor. It’s a machine shop. Maybe we're a little rough, but we make the 
world’s smoothest pipe die. 

Sure, we're getting balder; but let’s hope we're also getting wiser. One eye squints: 
We're a little deaf, especially when people want to bor- 
row money. 

We ain't what we used be. But neither are Nye Dies. 


They're better than ever! 
HARRY G. NYE. 


> 





THE NYE TOOL & MACHINE WORKS 
108-128 N. Jefferson Street 
CHICAGO 





Nye thin blade cutter wheels are in a class 
by themselves. They are a National insti 
tution just like Mr. Hughes’ whiskers 
Ziegfeld’s Follies or Spearmint Gum 
Made to fit all standard makes of pipe cut- 
ters, and guaranteed against breakage in use. 
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the Supreme Broadcaster 


of the Nations Ware 
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Ixvening Post, greatest broadcaster 
reaches a list of buyers 
intelligence and buying 


Saturday 
the nations wares, 
according to their 


i. {fe 
of 


selected 
pow er 


Check up the Post Circulation in your community 
and you will find that in practically every home where 
you could sell a heater the family is “listening in” on 
your advertising and ours. 


\atch for our advertising in the February and suc- 
ceeding the Post, Country Gentleman and 
numerous other publications. Use our sales helps to in- 


crease your business on INTERNATIONAL Heaters. 


issues of 


INTERNATIONAL HEATER COMPANY 
ra Utica. New YORK 
2 


NEW YORK CHICAGO CLEVELAND DETROIT NASHUA. N. A. 








Sales Helps for 
Your Use 
e® 
Catalogs 
Circulars 
Mailing Folders 
Movie Slides 
Building Signs 
Authorized Dealer 
Signs for Store 
and Truck 
Newspaper Electros 
Newspaper Copy 
Sales Letters 


Window Displays 


Store Cards 





Hangers 
o : 
Send for samples and 
booklet telling how to 
merchandise 


INTERNATIONAI 
HEATERS 
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The man who is so busy that he does not have time to read his trade paper is like 
the man who was so busy chopping wood that he did not have time to sharpen his axe 


GAIN THE POSTMAN HAS BEEN KIND. 

He usually is, as a matter of fact. I come 

down in the morning to a basketful of mail 

that amounts to a first-class convention of plumb 
ng and heating men—what you men are doing, 
vhat you are thinking, ete. It brings me closer to 
vour everyday problems, and suggests ways in 
which Your Weekly can serve you better. The 
especially interesting letter I mentioned, written 
eo Reynolds of New Bedford, Mass., reads 


as follows: 


“T HAVE BEEN TAKING ‘DOMESTIC EN.- 
gineering’ for the last twelve years, and I read 
it all, even to the ads. I want to say right now that 
the improvement in vour paper has been wonder 
ful. The Starbuck articles interest me very much 
Your paper is the best paper for the trade that | 
have ever read, although I take three others be- 
sides yours, 

“For the past three years I had thought that I 
would try writing your slogans (Blackboard Epi 
grams) on a blackboard as you suggested. About 
six months ago I got a blackboard and decided to 
try it out. My shop is on a street where quite a few 
people pass. People took notice at once and be 
gan to talk. They would meet me on the street 
and ask what the slogan was for tomorrow. I have 
heen more than satisfied with the results.” 


A ND THERE YOU ARE! IT ONLY GOES 
4 to show what a short step it is from just 
thinking of a plan to actually executing it, once you 
make up your mind. Week after week these Black- 
hoard Epigrams appear in “Domestic Engineering.” 
very issue carries a week’s supply, a set of seven; 
vou have nothing to do but copy one epigram each 
morning and place the blackboard in your window 
or on the sidewalk—-wherever your prospects and 
customers can read it most conveniently. Just make 
he decision to put the Blackboard Epigrams to 
vork for vou NOW, instead of delaying a few 
ears. With nothing but a small blackboard to buy, 

valuable sales interest to gain—such as Mr. 
Kevnolds gained —it ought to be a one-way argu 


ment 


T HERE ARE CERTAIN THINGS THAT 
money can’t buy for a business establishment 
Nether vou are an old-timer or are just opening 
store, vou know that one item can be secured 


through earning it. Good will is that item 


Years of conscientious service will bring it tut 
way, and it is worth all the effort it costs 

\nd so I want vou, today, to enjoy Milt Marvels’ 
true story entitled “Twenty Years of Good Will.” 
It isn’t a sensational discussion, for good will is 
based upon commonplace things done well rathet 
than upon circus stunts The story will have a 
heartening effect upon the plumbing and heating 
man whose best recommendation 1s his finished job 
He will know that jobs done right are permanent 


advertisements. 


— BT YOU HAVI \ 
4 more of FE. W. Riesbeck’s article n “trouble 


‘obs’ in the heating industry. If so, vou don't need 
to be told of the writings of this heating expert. | 
not, let me say that he is the contributor who set a 


new stvle in article for Your Weekly 
that heating men wanted the essential facts on every 
job discussed. But he was also aware that they 
would find more enjoyment and benefit in an article 
that was human and friendly as well as full of facts 

But why trv to describe what is within these 
same covers? Turn to the article “Business before 
Fishing,” and read just the first dozen lines. If you 
don’t want to go on then, I'm a poor guesser. And 
after you have made this test, you might write me 
a line and tell me whether you enjoved Mr. Ries 


beck’s story as I did. 


ATCH FOR THE MARCH 7 ISSUE! IT 

contains a discussion whose importance can 
not be rated too highly [ refer to “What They 
Think of the Oil Burner’; and the article tells 
exactly what they—-the plumbing and heating men 
of this country —do think of the oo burner and the 
oil-burner business. Questionnaires were distributed 
to associations, these questionnaires were discussed 
in the meetings, and the results listed will be placed 
before you in the March 7 number \mong the 


questions are: “What margin of profit is a deale 


entitled to on oil burners?” “How many of your 
members present are handling oil burners?” “I 
any one type of burner preferred by your mem 
bers?” You will not want to miss this digest of 
opinions, for the question of oil burners grows mot 
important every day. 

e . 


Ouse 
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“THE 
‘TOLEDO’ POWER DRIVE 
IS THE BEST INVESTMENT 


I EVER MADE.,’’ 


D. C. GOODMAN, 
MT. UNION, PA. 


A strong statement, but Mr. 
Goodman further advised, ‘I 
never bought anything that made 
me the money the ‘TOLEDO’ 
Power Drive has."’ 


This opinion, however, is uni- 
versal among operators of the 
“TOLEDO” Power Drive, and 
everywhere from coast to coast 
we are receiving similar expres- 
sions of praise for this remarkable 


machine. 


No other device in recent years 
has saved the plumbing and 
steam-heating contractor’ the 
money in operating expenses as 
has the ‘“‘TOLEDO” Power Drive. 





It is now made in a new model called the 


“TOLEDO JUNIOR” POWER DRIVE 


This ‘‘Junior’’ model is similar in 
design to our regular Drive, ex- 
cept that it is equipped with a 
» HP motor instead of a 1'4 HP 
motor, and may be connected to 
an ordinary light socket and op- 
erated successfully. 


It operates at one speed only of 
24 RPM, whereas the standard 
Drive has two speeds of 38 and 
57,RPM. 


It is intended primarily for oper- 
ating ““‘TOLEDO” tools cutting 
and threading pipe up to 4 inches, 
but will easily handle the larger 


gizes. 


Like the standard model it is 
extremely portable. 


Fill out the coupon, mail it to us, 
and we will furnish you with com- 
plete information about these re- 





markable machines. 


THE TOLEDO PIPE THREADING 
MACHINE CO. - TOLEDO, OHIO 


NEW YORK OFFICE, 50 CHURCH ST. 


CANADIAN LICENSEES: 
A. B. JARDINE & CO., HESPELER, ONTARIO 


> 
oO. 
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Make an Order an Order 


OMPETITION has been called the life of trade. Its 
unhampered working brings to the front the fittest 
in any line of endeavor. It has its drawbacks, but it 
is the system on which trade is based, and the game must 
be played as it’s found. 

There's not 


a trader in plumbing and heating products who does not 


Price-cutting is a by-product of competition. 
know this by-product well. Who hasn't put in a rock-bottom 
figure on a job or an order only to find that, seemingly, he 
doesn't know what a rock-bottom figure is? 

But too-strenuous price-cutting couldn't go on forever if 
ordinary rules of buying and selling applied. Nobody can 
sell very long at a price below replacement cost and still 
stay in business. Why is it, then, that time doesn't auto- 
matically list among the failures in business the price-cutters 
and among the successes those who try to oversell rather than 
undersell their competitors? 

Because, in this great business of plumbing and heating, 
an order is not an order. 

Let's review the old story. A jobber will cover a master 
plumber or heating contractor for a quantity of plumbing 
or heating goods. He covers him at prices that will apply 
for a set length of time. If the contractor does not order 
out those goods within the set time, the order is automat 
If, during the term of the protection, prices 
If, on the other hand, 
they go higher, the original covering prices apply. The con- 
If he wants 


If he 


Such a system makes 


ically cancelled. 


go lower, the lower prices apply. 


tractor has nothing to lose, everything to gain. 
the goods, he can have them at the very best price. 
doesn't, he doesn't have to take them. 
unnecessary a knowledge of the market. It makes valueless 
It brings into competition with the 


little about 


the experience of years. 
able business man a man who needs know 
The jobber who allows it ‘‘protects’’ him against 


He keeps him 


business. 
mistakes he may make through ignorance. 
in business when, under the competitive system of ability 
versus ability, he couldn't survive. 

And, there is the story of the master plumber who gets 
He goes to his jobbing connection 

Based 
He calls 
By all the 


rules of good business, he should at once be out of the 


a set of plans to figure. 
for an estimate on the fixtures and supplies needed. 
on that estimate his bid goes in. He gets the job. 
the jobber, asks to be covered on those fixtures. 


market on those fixtures. He has placed his order. 
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But not so. A jobber, whose contractor lost the job, still 


wants that business. He goes to the lucky contractor, asks 
the opportunity to put in a figure on that job. Because an 
order is not an order, he gets that opportunity. He wouldn't 
stand a chance at an equal figure, so he cuts under what 
the lucky contractor's jobber has quoted. Result, the first 
jobber either meets his figure or loses the order. 

Then, take the manufacturer who will accept covering 
orders from the jobber. He makes possible the existence in 
the jobbing business of a man without experience, judgment 
and ability, just as the jobber does in the contracting business. 
When a jobber can cover for almost any quantity of goods, 
practically irrespective of how much he will be able to sell, 
and have those goods at his call, at a price, without having 
to carry them in his own warehouse, the man who buys 
the same goods at the same price, pays for them and carries 
them in stock has little chance to compete on an equal 
basis. A job comes on the market. One jobber can submit a 
figure that doesn't, under the circumstances, have to include 
the interest on capital tied up, the overhead of carrying the 
stock and the profit on the risk of buying and selling. The 
other jobber has to include all those items. He can’t compete 
and stay in business. 

So make an order an order. If a jobber will accept only 
those orders that are placed with specifications, he will be 
helping the contractor and, in doing that, help himself. He 
will be making of the contracting business a calling that 
will demand ability. He will be building on the firm founda- 
tion of service, instead of price. If, when a contractor places 
an order, a jobber will recognize the fact that that contractor 
is out of the market for that particular business, he, in turn, 
when he gets an order, can proceed intelligently to fill it, safe 
in the knowledge that it is really an order. 

If a manufacturer will accept only those orders that are 
placed with specifications, he will be helping the jobber and, 
He will be placing the jobbing 
If he makes 


obligatory the shipping of every order at the price at which 


in doing that, help himself. 


business on a higher plane of business ethics. 


it was placed, he can gauge production accurately, eliminate 
waste motion and effect savings that will benefit the trade 
at large. 

Then will competition 


Then will it be the 


Again, make an order an order. 
bring about the survival of the fittest. 
life, not the death of trade. 
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20 Years of (Good Will 


By MILT MARVELS 


AVE you ever noticed, when a_ big company 
changes hands, the value that is placed on the 
item of “Good Will’? So important has this 
matter of good will become that, as American business 


has developed, the courts have had to protect this item 


The best definition I ever heard was given by a lawyer, 
on his feet in the courtroom arguing a case, when he 


said, ‘‘Good will is the momentum a business has gained 
through a period of years of honest service.” 
What does that mean to the master plumber in human 
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As I go here and there I find men like the Palme: 
the Wilsons, the Bumsteads, who have built good will to 
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statement of their assets Each has his own ways of 
doing it The notable thing is that none of them stop 
with the matter of good workmanship 
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Make an Order an Order 


OMPETITION has been called the life of trade. Its 
unhampered working brings to the front the fittest 
’ in any line of endeavor. It has its drawbacks, but it 
fs the system on which trade is based, and the game must 
be played as it’s found. 

'Price-cutting is a by-product of competition. 









There’s not 
‘a trader in plumbing and heating products who does not 
Who hasn't put in a rock-bottom 





this by-product well. 







figure on a job or an order only to find that, seemingly, he 
doesn’t know what a rock-bottom figure is? 

| But too-strenuous price-cutting couldn't go on forever if 
Nobody can 






ordinary rules of buying and selling applied. 





val very long at a price below replacement cost and still 
ott Why is it, then, that time doesn’t auto- 
Matically list among the failures in business the price-cutters 
‘and among the successes those who try to oversell rather than 
rsell their competitors? 





in business. 







Because, in this great business of plumbing and heating, 
order is not an order. 
~ Let's review the old story. 






A jobber will cover a master 






ber or heating contractor for a quantity of plumbing 
heating goods. 
a set length of time. If the contractor does not order 
those goods within the set time, the order is automat- 
cancelled. 


He covers him at prices that will apply 












If, during the term of the protection, prices 
If, on the other hand, 
go higher, the original covering prices apply. The con- 
tor has nothing to lose, everything to gain. If he wants 
geods, he can have them at the very best price. If he 
n't, he doesn’t have to take them. Such a system makes 
essary a knowledge of the market. 
Mt experience of years. 


lower, the lower prices apply. 





It makes valueless 






It brings into competition with the 
business man a man who needs know little about 
The jobber who allows it “protects” him against 











eg he may make through ignorance. He keeps him 
ed business when, under the competitive system of ability 
ability, he couldn't survive. 

there is the story of the master plumber who gets 
P of plans to figure. He goes to his jobbing connection 
= estimate on the fixtures and supplies needed. Based 
j that estimate his bid goes in. He gets the job. He calls 
Wjobber, asks to be covered on those fixtures. By all the 
of good business, he should at once be out of the 
on those fixtures. 
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He has placed his order. 


But not so. A jobber, whose contractor lost the job, still 


wants that business. He goes to the lucky contractor, asks 
the opportunity to put in a figure on that job. Because an 
order is not an order, he gets that opportunity. He wouldn't 
stand a chance at an equal figure, so he cuts under what 
Result, the first 
jobber either meets his figure or loses the order. 

Then, take the manufacturer who will accept covering 


the lucky contractor's jobber has quoted. 


orders from the jobber. He makes possible the existence in 
the jobbing business of a man without experience, judgment 
and ability, just as the jobber does in the contracting business. 
When a jobber can cover for almost any quantity of goods, 
practically irrespective of how much he will be able to sell, 
and have those goods at his call, at a price, without having 
to carry them in his own warehouse, the man who buys 
the same goods at the same price, pays for them and carries 
them in stock has little chance to compete on an equal 
basis. A job comes on the market. One jobber can submit a 
figure that doesn’t, under the circumstances, have to include 
the interest on capital tied up, the overhead of carrying the 
stock and the profit on the risk of buying and selling. The 
other jobber has to include all those items. He can’t compete 
and stay in business. 

So make an order an order. If a jobber will accept only 
those orders that are placed with specifications, he will be 
helping the contractor and, in doing that, help himself. He 
will be making of the contracting business a calling that 
He will be building on the firm founda- 
If, when a contractor places 


will demand ability. 
tion of service, instead of price. 
an order, a jobber will recognize the fact that that contractor 
is out of the market for that particular business, he, in turn, 
when he gets an order, can proceed intelligently to fill it, safe 
in the knowledge that it is really an order. 

If a manufacturer will accept only those orders that are 
placed with specifications, he will be helping the jobber and, 
in doing that, help himself. ~He will be placing the jobbing 
business on a higher plane of business ethics. If he makes 
obligatory the shipping of every order at the price at which 
it was placed, he can gauge production accurately, eliminate 
waste motion and effect savings that will benefit the trade 
at large. 

Then will competition 


Then will it be the 


Again, make an order an order. 
bring about the survival of the fittest. 
life, not the death of trade. 
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20 Years of Good Will 


By MILT MARVELS 


AVE you ever noticed, when a big company 

changes hands, the value that is placed on the 

item of “Good Will’? So important has this 
matter of good will become that, as American business 
has developed, the courts have had to protect this item. 
The best definition I ever heard was given by a lawyer, 
on his feet in the courtroom arguing a case, when he 
sald, “Good will is the momentum a business has gained 
through a period of years of honest service.”’ 

What does that mean to the master plumber in hu ian 
terms? I'll tell you what it means to one firm of masters: 
Some of their customers work for them. Actually, they 
solicit business. That’s good will with emphasis on the 
good.” I’d say that in twenty years of honest service 
George W. Palmer & Brother, of Le Moyne, Pa., have 


Worked up some momentum. 
— process of winning good will is not to be com- 
Pressed into a few months. Nor can you hope to win 
rt Will by thinking of it alone. It’s really a sort of 
a “ all-around good management. It’s plain 
i oo can’t get good will by advertising for it. The 
most important means of securing it is, of 


GOOD-WILL BUILDERS 
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course, good workmanship. That’s obvious. But a lot 
of other elements enter into it. 

As I go here and there I find men like the Palmers, 
the Wilsons, the Bumsteads, who have built good will to 
a point where it is worthy of an important place in any 
statement of their assets. Each has his own ways of 
doing it. The notable thing is that none of them stops 
with the matter of good workmanship. 

They have all carried their thinking to other phases 
of their work. Bumstead put the time clock on every 
job so people would be sure they weren’t being over- 
charged. In the Wilson establishment they sell fixtures 
off the floor, among other things, so the customer is satis- 
fied he is getting just what he ordered. 

That’s the fascination *of this work which keeps 
happy. Believe me, a chap who gets as little sleep as I 
do in a Pullman berth has to have a big object in view 
to keep him at it. I can elimb into a berth in Chicago, 
and when we pass through Springfield, I’ll be awake to 
see the ‘‘owl’’ cars and taxis bring the last passengers to 
the depot. If the porter shakes me awake in the morning 
it’s because I fell asleep in spite of myself. 

But by the time I’ve shaved and lurched around the 
smoking compartment getting my tie reasonably near the 


me 
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place it’s supposed to be, I’m keen for the day’s work. 
I’m wondering what I’ll learn today about the trials and 
tribulations of the master plumber. I sniff the air for a 
“live’’ story and go straight to it. 


DON’T NEGLECT ADVERTISING 

EFORE I go into the general plans of the Palmers, 

let me put down a word of caution. More than 
once I’ve talked to a man who said he didn’t need to 
advertise. His customers talked about his work. That 
is fine. But no retail merchant has a right to expect his 
customers to provide for his future growth. That burden 
is the merchant’s. The more aggressive he is, the greater 
his growth. The more he leaves that job for someone 
else to perform, the less expansion he may expect. 

Don’t depend upon good will for future business. Ask 
‘em to buy. Advertise. Keep your show windows in- 
teresting. Keep your merchandising plans rolling all the 
time. And remember that advertising to satisfied cus- 
tomers is the least costly. They’re already sold on your 
service. Your task is not to overcome sales resistance 
with them, but to keep them sold and to interest them 
in further improvements. 

So, in spite of the fact that Mr. Palmer could tell me 
that he had customers who actually solicited work for 
him, without a penny of pay, he doesn’t neglect his 
advertising. Occasionally he takes space in the news- 
papers. But most of his work is done through the mails, 
where he can reach the most logical prospects. He has a 
special feature calendar. The first distribution of these 
calendars ran to two hundred. Now it requires one 
thousand to meet the calls for them. 

These masters keep in touch with various sections of 
their community by advertising in program books, and 
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an electric sign in the window of their shop attracts the 
eye of the passer-by at night. Here is an establishment 
which has a unique record with customers. But you'll 
notice that they are not resting on their oars. They're 
building good will with other people through advertising, 
while retaining the friendship of customers who have 
been on their books since 1905. 

I said a little while back that good will was involved in 
every management policy. When I asked Mr. Palmer it 
they carried accessories, he said that they have a com- 
plete line of bathroom fittings. In his opinion every 
plumbing and heating man ought to sell them. But, he 
added, no accessory or appliance is sold in their store 
which does not warrant satisfactory service to customers, 
Every specialty must stand a rigid inspection and a fair 
trial before they will introduce it. 

That strikes me as being mighty sound. You know, 
one adverse criticism will outweigh a hundred favorable 
reports. In the Palmer establishment they are protecting 
their good will beforehand by assuring themselves that 
the merchandise they offer is worthy of their approval, 
Thus no customer has an opportunity to criticize them. 

For the same reason all work done is guaranteed for 
one year from date of installation. ‘There always has 
been, and we presume there always will be, go-backs to 
plumbing and heating installations on new work,” said 
Mr. Palmer. “We provide for it by our guarantee and 
we do not charge for the work done. That goes in under 
profit and loss.” 


THE PRICE-CUTTER HURTS HIMSELF 
HAVE a pet theory that the chap who cuts prices is 
destroying his good will. Would he have confidence 
in someone who gave him a price much lower than others 
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What good mechanic wouldn’t get a “kick” out of an orderly shop like this. A place for everything induces good work- 
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are frankly bidding on a quality basis? Does anyone 


= to get a Packard for the price of a Ford? When a 


e ; 
aie is made on the basis of price, there’s suspicion 
“ the air. The customer will be sure to compare the 


work and the material with other jobs. He’s never thor- 
oughly sold, as he is with the merchant who gives him a 
fair price and stands by it and his workmanship. 

I feel that the man is mistaken who thinks that by 
forgetting overhead, or shaving down profit, he is making 
friends. And a case like that of the Palmers proves it. 
Here is a firm enjoying an unusual friendship with its 
customers. Yet no job is ever figured in that shop on 
anything but a quality basis. The customer gets exactly 
what he buys at the lowest possible cost consistent with 
the fact that the business must be kept alive by a legiti- 
mate return on its work. 

This same spirit often leads a man to accept work from 
people about whom he knows nothing. That doesn’t make 
friends. It’s an established fact that the friend who has 
porrowed from you avoids you. Retailers know what 
happens when people owe them money—they buy else- 
where. Let me suggest that you join the local credit 
bureau, as the Palmers have. Sidetrack the ‘‘bad debt” 
artist before he gets on your books. About all he does 
for you is cut down your profits. And to justify not pay- 
ing his bill he will frequently find fault with your work. 
A transaction which does not benefit both the buyer and 
the seller will hurt the seller. 

Where do your workmen come in on this matter of 
building up good will? One discourteous or careless me- 
chanic can drive ten old customers away from you while 
you are getting two new ones. You need good will in the 
shop as well as among your customers. The best way to 
assure yourself that the men you send out are building 
confidence is to give them a square deal. You don’t have 
todo any more than that. If your men are kept busy, 
have steady work, know they can always expect an “even 
break,” they will not need special inducements. They 
will represent you as you wish to be represented to your 
public. 
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JUST FACTS 


OU may say that there’s nothing in this article to set 

the world on fire. Right. I’m not straining to tell 
you a good story. I’m out for practical purposes. I could 
hand you out a lot of fiction—I’m quite an artist when it 
comes to making an ordinary he-man look as if he had a 
halo around his head. But what would be the use? 

When I run across a man like Fenn, who had the nerve 
to sacrifice his business during the war, and since then 
has shown what he’s made of by bucking the game with 
real courage and resourcefulness, I take my hat off to 
him. He deserves the few words of credit I give him— 
and you appreciate knowing what methods he is em- 
ploying in his “come-back.’’ And when I note an estab- 
lishment like that of G. W. Palmer & Brother, where they 
are working out in a quiet way the sound policies that 
make for bigger business, I want to pass on those policies 
for your benefit. 

Perhaps some of you who read these articles have all 
the policies in operation which I’ve described here. But 
there are others who will look upon the $75,000 volume 
of the Palmer shop as mighty desirable. For instance, 
some chap who is just starting up, or has been in business 
long enough to feel a little discouraged and maybe be 
leaning toward the price-cutting game. To those men I 
say, stick to these practical, sound policies. They’ll pay 
you better in the long run and you’ll know that you never 
did anything to pull down the respect your community has 
for your industry. 

Good will is a valuable asset. Cultivate it. But at 
the same time take the hint from the Palmers that you 
have to keep right on advertising. Study every phase of 
your business so it will contribute to that good will. Let 
there be a strict adherence to the terms of the sale. Give 
the customer nothing less than he has bought, and allow 
yourself nothing less than a legitimate profit and a proper 
overhead. Strive for good will between yourself and your 
men so that they will carry that spirit with them ‘‘out 
on the job.’’ Without these there can be no permanent 
success, 


Bring on That National Code! 


pve WORST job of plumbing I have 
ever seen Was very much of a com- 
betitive proposition. Bids were taken from 
one contractor to another. When no more 
cutting seemed likely the contract, specify- 
ing a common set of fixtures, was awarded. 
The job was constructed in this manner: 
The bathroom was in the center of the 
house, with no outside ventilation. The 
sewer of vitrified tile was laid under the 
house and covered with about 6 in. of earth. 
A quarter bend of tile was turned up; then 
4 joint of tile was squeezed up against the 
floor and cemented in a hole cut in the floor 
to receive toilet. Through the joint of tile 
Was cut a hole receiving a lead pipe for 
lavatory, which was bent and run through 
the floor flanged over and an S trap put- 
tied in, 
‘The bath waste was installed in the same 
manner, but no trap was put in, thus allow- 
Ng a free circulation of gas to the center 
of the house, There were no vents on any- 


w. L. 
plumber 





Shepherd, 
of Craig, 
whose ideas are given here 


thing, not even a house trap. If this is not 
the worst job ever installed I miss my guess. 

It seems to me that the United States 
government could spend its public-health 
funds best by establishing a national plumb- 
ing code and creating districts of inspection, 
with examinations for all master plumbers 
and journeymen in city and country before 
they could continue in the trade. This is 
certainly more reasonable than to spend the 
same amount of money in trying to cure 
diseases that are caused by poor plumbing. 

Also the government should see that no 
inferior plumbing material is distributed 
through mail-order sources. The man who 
orders from these sources often instals the 
work himself, and many times his installa- 
tion leads to pollution of the water near 
his property. Also, the code would be valu- 
able in controlling the character of plumb- 
ing done in localities where no plumbing 
ordinances exist, in blocking the irrespon- 
sible plumber from doing such poor jobs, 
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Do you like to see what the other fellow is doing, to examine unusual angles of you; 
industry? Your chance comes today, for Mr. Starbuck has purposely delved int 
things that are just a little off the beaten path. For example: a town in sad need 


of better plumbing; a message from the chief plumbing inspector of Ohio; an opinion 
on loop venting; troubles with hard water; and a laughable letter on plumbing codes, 
The change will do you good, and you will find worthwhile ideas among these various 


Odds and Ends of 
Plumbing Information 


By R. M. 


UITE an assortment of inquiries, suggestions, crit- 

O icisms, etc., concerning the subjects covered in 

recent articles, have accumulated against us, which 

will account for the fact that this is to be another ‘‘odds 
and ends”’ article. 

A. S. Haney, a heating contractor of Roslyn, Pa., sends 

us the illustration shown in Fig. 1, and writes as follows: 


un 


tnclosed is an outline of the way we lay out sanitary 
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work here. Ii have studied Starbuck’s work, but we find 
it rather expensive here to connect Starbuck style, al- 
though that is the proper method.” 

We thank Mr. Haney, but have to say that his town is 
apparently woefully in need of better plumbing. The 
two vents shown in Fig. 1 certainly help to improve the 
work, but except for this one feature, the work is about 
as primitive as it could possibly be. It may be somewhat 
more expensive to connect “Starbuck style,” as he calls 
it, but it will pay. The work in Fig. 1 is entirely without 
trap ventilation, and the opportunity for siphonage of 
trap seals is certainly ever present. We hardly realized 
that any part of the country would now stand for work 
of this type, and certainly hope that better methods will 
soon be the rule in Roslyn. 

We are glad to publish the following letter, just re- 
ceived from Asa A. Manchester, chief plumbing inspector 
of the state of Ohio: 

“In ‘Domestic Engineering’ of December 13, 1924, we 
note you quote the Ohio State Plumbing Code in the 
method of circuit venting for plumbing fixtures; you also 
show sketches of plate XXIII and plate XXIV of our code. 


“In these sketches, you show the outlet from closet 
connecting straight down into the top of the horizontal 
line, which is not in accordance with the cuts shown on 
pages 113 and 114 of our code. 

“If you refer to these cuts, you will observe that the 
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connections are taken off of Y’s laid flat, then raise up 
with a quarter bend. 

“Tf installed as shown in your article, every time a 
closet was flushed it would permit a curtain of water to 
close off the vent feature of this system. By installing 
as shown in our cuts, plates XXIII and XXIV, the water 
at the time of flushing flows on the bottom of the hori- 
zontal line, thus permitting the top space in the horizontal 
line to serve as the vent. 

“We also advise that our code does not permit the 
method of circuit venting for small fixtures, such as sinks 
(except slop sinks) lavatories or any fixture requiring 
less than a 2-in. waste and a 2-in. trap. 

“Realizing that you have no doubt overlooked the 
method and necessity of having the Y’s laid flat, we are 
therefore calling your attention to it so as to prevent any 
misunderstanding in the method of circuit venting, as 
required by the Ohio State Plumbing Code. 

‘We enjoy your articles very much, and hope that the 
readers of ‘Domestic Engineering’ will profit by them. 

‘We are mailing under separate cover a copy of our 
code, and refer you to page 115, which should have had 
the words ‘laid flat’ inserted. 

“We are also mailing Mr. Hugo P. Becker, plumbing 
inspector of Irvington, New Jersey, a copy of the code.” 

The point that is brought out in this communication is 
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Fig. 2 


surely well taken, and we are glad to have the oppor- 
tunity of rectifying any inaccuracy that may have crept 
into our work. 

Fig. 2 shows the nature of the connections in the two 
sketches alluded to. In a single line drawing such as this, 
it is almost impossible to show the method that the Ohio 
code specifies, but we believe that Fig. 3 will show it 
very clearly. 
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Fig. 3 


AN ADVANTAGE GAINED 
’ R. MANCHESTER, in his allusion to the ‘‘curtain of 
M water,” has succeeded in stating very clearly the 
advantage gained from the standpoint of venting, in laying 
the drainage fitting on its side, rather 
than with the branch looking up, and 
we are very glad to have this point 
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One of the sloping surfaces of the sedimentation cham- 
ber extends out bevond the opening into the sludge 
chamber, and this is an important feature of construc- 
tion, as it makes impossible the throwing up of solid 
matter into the upper chamber. Gas bubbles naturally 
rise vertically, and the projection Z makes it impossible 
for these bubbles to rise through the slot and discharge 
sludge into the sedimentation chamber. 

Just as in the action of the ordinary septic tank, re- 
duction of the solid matter goes on continually in the 
sludge chamber. Gas bubbles form in the sludge, and 
as they rise they heave up particles of solid matter, thus 
bringing every particle in the tank under bacterial action. 
Only sewage water rises into the settling chamber of the 
septic tank, and therefore it is from this part of the 
tank that the discharge is taken. 
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brought out. Many plumbing codes é Le - i! LL Le LS LLL LLLL 6} i, 
are now definitely specifying the use of 4 at Vy) yp ; = Fol Point pee 
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Fig. 4 


saving in expense. 

“E. P.,”’ who has forgotten to give 
us his address, writes: ‘‘I would like to see in your paper 
some time, a good explanation of an Imhoff Tank.”’ 

Complying with this request, we show in Fig. 4 two 
sectional elevations of a simple form of this device. 

The Imhoff tank is really a modified form of septic 
tank, but is used on larger installations as a general 
thing, than the septic tank. 

It is made up of two dis- 


The sludge will need to be removed from the tank at 
occasional long intervals, although it will be found that 
this sludge is only an exceedingly small part of the sewage 
actually entering the tank. Sludge removal may be ac- 
complished by using a common sludge pump. 

We trust this will give “E. P.”’ the information he 

desires about Imhoff tanks. 





tinct compartments or 
chambers, a settling cham- 
ber (X), and a septic or 
sludge chamber (Y). 

The bottom of the set- 
tling chamber slopes to the 
center at a sharp angle, 
where there is an opening 
about 4 in. in width, run- 
ning the entire length of 
the tank. The solid matter 
discharging into the settling 


i > TROUBLE WITH HARD 
WATER 

ERE is another inquiry 
H bearing indirectly on 
this same subject of septic 
tanks, from Rex Mercantile 
Co., of Petaluma, Calif: 
“We have a customer who 
complains that the water is 





very hard. She has used a 
tablespoonful of lye three 
times each day, to soften 
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chamber settles upon the | the water for dishwashing, 
sloping surfaces, and slides and has thereby destroyed 
down through the slot into +b the bacterial action of the 
the sludge chamber. The septic tank. Hence we are 
fact that this slot is the only writing you for any formula 
Opening between the etwo 1 or information you can give 
— makes any circu- 1 us on the subject.’ 
aa aap pont it This is a difficult problem, 
be eeckiee ; nay cn “ one that has caused trouble 
nary od as entirely always. Perhaps out of 
, One from the other. Fig. 5 what we have to offer, there 








22 DOMESTIC E 





will be something that will help the situation that our 
correspondent mentions. 

In recent years commercial water softeners have ap- 
peared, which give a good account of themselves. We 
show one of these for use in connection with range 
boilers, in Fig. 5. This particular device is known as a 
compound injector and cleaner. As located in Fig. 5, all 
water that passes from the boiler to the water front, has 
to pass through this device. In passing through it, the 
water comes into contact with a chemical which is slowly 
dissolved by the water, the water becoming neutralized 
thereby. This prevents lime 
deposit in the water front aoa! 
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the state in regulating matters of this kind. Within such 
limits the state may regulate and the power to thus reg- 
ulate is known as the police power. 

“The state may require that a man be decently clothed; 
but can not regulate the kind or quality of clothes he shall 
wear. The state may require that a man live so ag not 
to injure the health or morals of his neighbor; but can- 
not otherwise fix the manner of his living. The state may 
require that we build so as not to endanger the public 
safety or public health; but any regulation that attempts 
to do more than this is absolutely void and null. 

“The only reason for a 
building code, therefore, is 





to protect the public health 
and public safety. It is the 
disregard of this salutary 
limitation of the power of 
the state to regulate the 





and range connection. When T 

the chemical, which is in the Frain 

form of a brick, is used up, Wazper 
a new one can easily be in- ank 
serted. a 





The filling of the water 
front and range connection 
with lime is one of the diffi- 
culties that accompanies a 
hard-water supply. A 
method of overcoming this 
difficulty is illustrated in 


Fig. 6. Rain water is taken Expansion 


into an attic tank, and sup- E 
plied from there to the Pipe 
MN 


water front. This water 
front is not connected to 
the boiler in the usual man- 
ner, but is connected to a 
heating coil placed in the 
boiler. By means of such 
a combination, the hard 
water can be heated in the 


private acts of the individ- 
ual that has so greatly in- 
creased the cost of living. 

“In the light of the lim- 
itations thus set out, let us 
examine some of the regula- 
tions of the usual building 
code. Take the require- 
ments as to plumbing. Why 
are traps required, why 
vents, why wipe joints, why 
iron sewer pipes? Are they 
to protect the public health; 
or to make a little more 
work for the plumber? The 
excuse for these regulations 
is sewer gas. We must keep 
sewer gas out of the house. 


Ho? To 
EUKT UTES 





boiler without having to —— 
pass through the range con- 

nection and water front. In e 

this way the depositing of e4 


lime is obviated. 





Another method is to use 
a double boiler, supplying 
rain water to the outer 
boiler and the hard water 
to the inner boiler, the 
latter being heated by con- 
tact with the heated outer 
boiler. 

E. S. Stevenson, plumb- 
ing inspector of New Castle, 
Pa., writes us as follows: 
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“But suppose there is no 
such thing as sewer gas. 
Why tax the people millions 
of dollars annually to keep 
out something that does not 
exist? What is in the sewer 
is just plain ordinary air. 
The same air that we 
breathe every day. At times 
it has an odor; but most of 
the time it has not. This 
odor is no more harmful to 
health than the kind ladies 





Water 
Front 
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buy in the drug store at a 
dollar an ounce. 


“When plumbing was first 








“T am sending you a clip- ais 
ping from the New Castle 
News of Nov. 19,°1924. It 
is pretty raw, and coming 
from an attorney, it looks 
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put in houses, the germ 
theory of disease was un- 
known and it was generally 
supposed that an odor might 
transmit disease. Modern 











bad. I think an answer to 


research has shown that a 


this would make good read- Fig. 6 disease can only be trans- 
ing.” : mitted by germs and there 

The clipping in question is the following, and ‘raw’ are no more germs in the odor from a sewer than there 
is right. is from the odor of attar of roses or any other attractive 


“To the Editor of the New Castle News. 

“Dear Sir:—I understand that a committee is now at 
work preparing a building code for New Castle. The 
question may be asked, “‘Why a building code any more 
than a dress code or living code?”’ 

“It is generally understocd that within certain limits 
such things are best left to the individual. The people 


in their constitution have, therefore, limited the power of 





odor. 

“What is it that the usual building code gives us in 
place of this harmless odor? ‘The unsanitary trap, col- 
lecting and holding all the dirt and filth that would 
ordinarily escape down the sewer. A better medium of 
germ culture can hardly exist than the contents of the 
trap in an ordinary kitchen sink. Take it out and we 
might occasionally get a harmless odor from the sewer, 
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put we would not get the odor from the diseased breeding 
filth held in the trap. 

“Why in the name of health establish a perfect germ 
culture, a few inches from where we prepare our food 
and clean the dishes from which we eat? 

“A building code along modern sanitary lines would 
prohibit traps in kitchen sinks as a menace to health. If 
a trap is at all necessary in order to keep out the odor 
from the sewer, Why not put one in the main house 
sewer line? 

“On account of the limitation of a letter of this kind, 
it is impossible to point out the many unreasonable and 
unnecessary requirements of the ordinary building code. 

“The above have been referred to only as an example 
of many others. These requirements are unfair to the 
public because they unnecessarily increase the cost of 
building and are, therefore, as much a tax on the people 
as if levied directly by the state or city. 

“Let the committee cut out the fads and fancies of the 
usual building code and confine their regulations within 
the limit defined by law and they will materially reduce 
the cost of living in this community.” 


A CONUNDRUM 
HE writer of this remarkable letter is evidently a 
Tees of some education,—the way he puts words 
together testifies to that, but there is little else in the 
letter that points to even ordinary intelligence concerning 
the subject he writes upon. 

There is something peculiar about the letter, and we 
find ourselves wondering who the writer’s client is,;—what 
interests he may be working for,—in other words, what 
influence is at work to cause the writing of such a letter. 

It sounds for all the world like propaganda, but in 
whose hehalf we know not. We do know, however, that 
the effort put forth over-reaches itself. 

Why a building code? Such a question from a man 
educated in the law, who is supposed to have great respect 
for the law, is certainly a conundrum. Why law of any 
kind? Why marriage law? Why traffic law? 


Ventilation of 


By Dr. W. A. Evans,* 


HEN the great wave of influenza swept over the 

country in 1918 Chicago was one of the few cities 

that permitted theaters and moving picture houses 
to remain open. The low influenza death rate in Chicago 
48 compared with the rate of other large cities proved that 
the policy was not radically wrong. 

One reason for the liberty allowed these and other 
Dlaces of assembly was the ventilation ordinance in force 
and very generally complied with for almost ten years be- 
fore the epidemic came. The American Society of Heat- 
img and Ventilating Engineers are now debating, and 
Probably will] adopt, a code of minimum requirements for 
the heating and ventilating of buildings. If they agree 
= these minimum requirements the probability is that 
city councils will shortly have them up for consideration. 

The proposed code relates to theaters, other places of 
amusement, lodge halls, dance halls, schools, and churches. 
oe must have fifteen square feet of floor space and 

9 cubic feet of air space for each occupant. Theaters, 


churches, assembly halls, and auditoriums must have six 
_——. 


*Reprinted by permission. 
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Speaking of building laws, the writer says, “It is gen- 
erally understood that within certain limits such things 
are best left to the individual.” 


“Certain limits’ would have to be mighty wide to let 
such a proposition as this through; and the average “in- 
dividual’’ would be just about as well qualified to pass 
final judgment on important questions relating to build- 
ing construction as this attorney seems to be. 


He states also that ‘The only reason for a building 
code, therefore, is to protect the public health and public 
safety.”” How about public convenience, public comfort, 
public orderliness and appearance, and a few other public 
requirements that are involved? The public health and 
safety would not be menaced necessarily if the stove pipe 
was run out of the side of the house instead of into a 
chimney, and if left to the decision of the individual, we 
might expect to see such things done, but it would not be 
for the public good. Proper laws protect us against all 
this. 

When the writer takes plumbing as an example of the 
foolishness of having laws to govern, he becomes laugh- 
able. 

On the supposition that sewer gas does not exist, he 
builds up an imposing argument which is unsubstantial. 
Granting that the fear of sewer gas has been overdone 
in the past, does that mean that because it is not so 
dangerous as we used to think it, that we must needs 
live in it, and take no precautions to bar it out of dwell- 
ings? Does the writer of this letter want to have installed 
in his own home a water closet without a trap? Has he 
ever seen the filthy mess that results from the breaking 
of earthenware sewer pipe under the cellar bottom, and 
does he not really understand that this thing is obviated 
by the use of cast iron pipe, and that cast iron pipes are 
now used instead of the cheaper earthen pipe, not because 
plumbers want to run up bills, but because decent people 
would far rather have it, and are willing to pay the 
difference in price because of the greater safety, comfort 
and health that result from its use? 


Public Rooms 


in the Chicago Tribune 


square feet of floor space and ninety cubic feet of air space 
per occupant. For factories and work-shops the floor 
space must be twenty square feet and the air space 300 
cubic feet per occupant. 

The air conditions must rate between 80 and 98 on the 
synthetic air chart—100 representing perfect ventilation 
according to the standards. Churches are allowed to have 
as low a rate as 80 because the people therein are quiet 
and inactive. At the other end of the line is the operating 
room of a hospital with a minimum of 98. 

In a properly ventilated room the air must have a hu- 
midity of more than 35 but not above the top limit of the 
comfort zone. The average dry bulb thermometer reading 
should be below 72 without being low enough for the room 
to be cold. The reading on the wet bulb thermometer 
should be around 56 to 58. The air motion can be about 
20 feet per minute. There must not be over 1,000 dust 
particles in each cubic foot of air. The carbonic acid must 
not rise above 12 per 10,000 in any part of the room. 
The distribution must be 81 per cent perfect as shown 
by carbonic acid determinations in different parts of the 
room and also as shown by the course of fumes liberated. 








50.000 Years 
of HEATING 


Part III 


Continued from January 17 issue 


ments were made and the first cast iron radiator 

was cast in 1860. Heating, both hot water and steam, 
advanced rapidly after that, though step by step, but it 
remained for James P. Marsh to invent the first auto- 
matic air valve to be placed on the radiator to relieve 
the radiator of air which had previously been done by 
hand. This air valve is shown in Fig. 23. 

This automatic release valve was a combination of a 
composition expansion member and a float, closing the 
port against water as well as steam. 

Napoleon William was the inventor of the two-type 
return line system, and he employed a restricted open- 
ing on the return line from the radiator, and pulled a 
vacuum on the return line. As long as no steam existed 
in the return, he was able to maintain a vacuum, but 
as soon as the radiator became hot and steam entered 
the return line, the vacuum was broken. Mr. Webster, 
president of the Warren Webster & Co., purchased the 
William patent and placed the first carbon post trap 
on the return line of the radiator. (See Fig. 24.) This 
carbon post return line trap was the invention of James 
P. Marsh, president of the James P. Marsh Company. 
The date of invention is given as October 8, 1888. Mr. 
Marsh manufactured this trap and sold same to Warren 


‘ FTER the radiator was invented, various improve- 














Fig. 23 is the first automatic air valve, invented by Jas. P. 

Marsh, and used on the Paul air line system. Fig. 24 is the 

first carbon post air valve, invented by Jas. P. Marsh in 1888, 
and used on the Warren Webster return line system 


Webster for use on his return line vacuum system. 
Later Mr. Webster improved this trap materially. The 
operation of this carbon post trap is as follows: The 
carbon post was held in the socket in the vertical posi- 
tion free to expand downward. So long as water was 
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Pig. 25.—Showing a later type trap than that in Fig. 24, 
with a by-pass arranged on the outlet side 


present and surrounded the carbon post it would remain 
away from the seat. When steam came into contact 
with it, the carbon post elongated sufficiently to close 
the port, thus preventing steam from entering the re- 
turn line. Fig. 25 shows a later type trap of the same 
make but with a by-pass arranged in the outlet. 

About the year 1894 A. J. Paul originated the carbon 
post air line valve, and installed heating systems where 
this type of valve was placed on the side of the radi- 
ator about 14 in. or 16 in. from the top of the radiator. 
Fig. 23 shows this air line valve. This valve was also 
manufactured for Mr. Paul by James P. Marsh. 

For producing a vacuum on the air line, Mr. Paul 
used first a water ejector which did not prove satisfac- 
tory. Later on he used a steam ejector and found that 
this was very successful in producing a vacuum, but 
wasteful on account of the steam it used. He con- 
ceived the idea of using this steam over again and of 
running it through a radiator exposed in a position 
where it would condense the steam rapidly, mostly in 
the front entrances to the building. This eliminated 
the waste. When the building was large, these ejectors 
were hitched up either single, in tandem or three at 4 
time to produce sufficient vacuum. 

Improvements were made gradually on the methods 
of producing vacuum, also on the radiator traps, and 
Warren Webster & Co., brought out a new type float trap 
which was on the market until their thermostatic trap 
was invented. They later used, as today, an expansion 
member charged with a volatile liquid which opens or 
closes the port in the return line trap, as the case may 
be, depending on whether water or steam is present-{n 
the body of the trap. Fig. 26 shows a modern vacuum 
system using this type of trap. 


INDIRECT HEATING 
EFORE the invention of the return line trap, yk 
B direct heating was used to a great extent. Coils 
were first made and placed in the air chamber to heat 
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the air before it was distributed to the various parts 
of the building by the fan. A little later a cast iron 
base was used, into which the pipes were screwed, us- 
ing a return bend on top. 

After the year 1860 when the pin radiator was in- 
yented, it was used to a great extent. In the early in- 
stallations, the heated air, after being drawn in by the 
blower and discharged into the line leading to the build- 
ing, was reheated by being passed through another coil 
section encased with sheet metal. This method was 
abandoned after several years and the air passed through 
a sufficient number of heating coils to bring up the 
temperature to 72 or 75 deg. before it entered the fan. 
This temperature varied a great deal, and the control 
of this air by means of a thermostat and dampers was 
brought about. 

The indirect system of heating received many changes, 
and various improvements were made on the fan as 
well as on the system itself. The most outstanding of 
these was the adding of an air washer to the system 
which washes and purifies the air before it is delivered 
to the fan, and to the various rooms in the building. 

In the year of 1883 Mr. Powers placed on the mar- 
ket a 12-in. room thermostat, controlling the draft, and 
check damper of the boiler, and with it, the room tem- 
perature. A sectional view of this you will find in the 
October 4 issue of “(Domestic Engineering,’ Fig. 2, page 
24, and the practical application is shown on page 25. 
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The first bi-metallic type thermostat was invented by 
Mr. Johnson, president of the Johnson Service Company, 
and was used to open or close a radiator valve, and 
operated by the room temperature. 

Since 1890 the development of all lines of heating 
has been rapid, and many new devices have been brought 
out to be applied to the heating of buildings. The hot 
water heating system is the only system that has re- 
mained the same, so far as the principle of it is con- 
cerned, and no marked changes have been applied to 
this system of heating with the exception of various de- 
vices which control the temperature or increase the cir- 
culation. The forced hot water system employing a pump 
to circulate the water through the building is only a 
recent application, and was covered in an article about 
two months ago, appearing in “Domestic Engineering.” 

The various vapor, vacuum and air line systems on 
the market today have been discussed in articles by 
various writers within the last year or two, so that it 
is not necessary to bring this information here again. 
Some of the old, original Paul air line systems are still 
in use in some of the buildings in the loop in Chicago. 


A GREAT IMPROVEMENT DURING THE LAST 
FIFTY YEARS 
E could go on indefinitely and mention many of 
W\ the various improvements and various specialties 
that have been, and are now manufactured, all of which, 
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Fi 
& 26.—A modern vacuum system with a section of building showing radiators, connections, risers, steam and return mains, 
boller and vacuum pump connections 
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no doubt, play an important part in our present day 
methods of heating, but our readers are familiar with 
the development within the last five or ten years, and 
it is not our purpose to dweil upon these in this article. 

We have tried to bring out a comparison between 
the methods of heating used fifty thousand years ago 
and today. Also to bring to your attention the gradual 
improvement in the line of heating in order that you 
may realize after you have read both articles that it 
remained for the present: generation, practically to bring 
heating to its high present day development. All or most 
of you have played an important part in this develop- 
ment, no doubt, and this generation did more towards 
the advancement of heating in the last fifty years than 
was accomplished during all the rest of the time from 
the time mentioned in the beginning of this article up 
to fifty years ago. 





February 28, 1925 


We have finished the task, and no small task it was 
because we had to consult many different authorities, 
but we shall be pleased if you have read this article 
with interest and enjoyed the reading of it. We shall 
be further repaid if we can know that you have gained 
some information that may be helpful, or that yoy 
have spent a pleasant hour reflecting, as I did after 
completing this task, on the methods used in heating, 
while comfortably seated close to your radiator in a 
modern home. 

We should be thankful for our modern heating and 
ventilating systems which add so much to the enjoyment 
of our homes and our bodily comfort. There is no one 
of our readers who will envy the cave man the comforts 
that he enjoyed and the methods he pursued to heat 
his home fifty thousand years ago, and no one will want 
to go back to nature as it was at that time. 


Legal Decisions 


SUFFICIENCY OF PLUMBER’S NOTICE OF LIEN 

N affirming a judgment in favor of the plaintiff in a 
I suit involving the establishment and foreclosure of 
a lien under the mechanic’s lien law of Arizona, the 
Supreme Court of Arizona says (213 Pacific Reporter, 
393) that the defendants contended that the contract 
set out in the notice of lien did not meet the require- 
ments of the statute, in that it did not state what labor 
was to be performed or material furnished and, further, 
that the notice itself was defective in not itemizing such 
material and labor. 

But the court holds that the contract as stated was 
not open to serious criticism, since it embraced all work 
and material to a completed job of plumbing. The omis- 
sion in the notice of lien to itemize the different articles 
that went into the job, and the days of labor consumed 
in placing them, might be excused on the theory that 
they were not, under the contract between the contractor 
and the plaintiff, to be paid for as furnished or rendered, 
but as a whole. It.is true, the owner may not be com- 
pelled to pay more than “the reasonable value of labor 
or materials furnished” (paragraph 3639, Civil Code), 
and is not bound by the agreed price between the con- 
tractor and the lien claimant, yet such agreed price may 
be taken as prima facie correct. 

The material used in a plumbing job is perhaps un- 
derstood in a general way, as well as if enumerated, 
to mean such articles as gas, sewer, and water pipes, 
boilers, sinks, bathtubs, etc., all proper subjects for a 
lien, and the court can think of no serious objection to 
an agreement to furnish the material and install it for 
a lump sum, as long as the sum is the reasonable value 
thereof. The court thinks that the “statement of the 
terms, time given and conditions of the contract,” as 
contained in the notice of lien, to the effect that the 
plaintiff was to install all plumbing and furnish al! 
material for the lump sum of $372, to be paid on the 
completion of his contract, was sufficient compliance with 
the law. The “statement of the lienor’s demand” referred 
to in the statute is not the term generally used in the 
same connection in the statutes of other states. 

It was also claimed that the $372 charged for the 
material and installation of the plumbing in the build- 
ing was not shown to be the reasonable value thereof. 
The plaintiff, testifying in his own behalf, stated that 
the agreed contract price for the material and installing 
the plumbing in building was $372, and exhibited to the 


court an itemized statement of material showing what 
he had paid for it. He said the prices of the different 
articles of the account were the wholesale price and 
the actual cost to him. He testified the scale of wages 
for first-class plumbers in October and November of 1920 
(when the plumbing was done) was $12 per day of eight 
hours, and that he had charged for labor at that rate. 
He was not cross-examined by the defendant as to these 
items, nor did the defendant introduce any evidence con- 
troverting the plaintiff’s testimony on the issue of values. 

A subcontractor may not recover from the owner for 
labor and material more than their reasonable value, 
and the burden of proving such reasonable value, when 
controverted, devolves upon the subcontractor. The court 
thinks that in this case he sustained that burden by 
proving the contract price, the wholesale value of the 
material used, and the scale of wages being paid for the 
labor performed at the time, especially in view of the 
defendant’s attitude toward the question of values in the 
trial court. 

Finally, it was contended that a contractor or a sub- 
contractor is not entitled to a laborer’s or mechanic’s 
lien, under paragraph 3639 of the Civil Code of Arizona, 
unless such persons actually perform labor in the con- 
struction of building. The evidence was not entirely 
clear as to whether the plaintiff did the actual labor of 
installing the plumbing or employed others to do it. But 
assuming that others than himself did the work, the 
court is satisfied the terms of the statute are broad 
enough to allow the subcontractor a lien therefor. 

It will be noted that any “firm or corporation who 
may labor” is given the same right to a lien as “every 
person * * * who may labor.” Since a corporation 
can only do things through its officers, agents and em- 
ployes, it is difficult to understand how it could have 4 
lien for labor in the construction of any improvement 
unless it be for the labor of its employes. The same 
may be said, in a measure, of a firm. If therefore a 
corporation or firm as a contractor or subcontractor is 
given the right to a lien for labor furnished or rendered, 
it must be that the legislature intended the individual 
contractor or subcontractor to have the same right. 





The Boy Scouts of Herrin, Ill., are to have a swimming 
pool, construction on which will begin soon. 

A new swimming pool has just been completed in 
Rhodius Park, Indianapolis, Ind. 
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HE drawing problem that we are giving you this 

week is just about as full of mistakes as Mr. Star- 

buck could make it,—in other words, it is a “bad 
mess,” 

You are invited to work out a drawing of this job 
correctly installed according to your own knowledge of 
a and to send it in to us for publication along 

h many others. No two of these drawings are ever 
ne and it is mighty interesting to see how different 
ndividuals handle the same problem. 

— tackling the job, study it carefully, with the 

4 of making your piping as nearly practical as possible. 
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Venting is aiways one of the greatest sources of error 
in these problems, so look out for it. See that the rain 
leaders are properly handled. It is always poor practice 
to connect several fixtures into one trap. Look out for 
this. 

Make your drawing as neatly as you can, and send it 
in early. A good plan is to trace your work on trans- 
parent paper. If you do this, and you want to save time, 
it is O.K. to omit the fixtures, and show just the connec- 
tions. Or, take your pencil—do not use ink, it blots— 
and draw in your connections on this very drawing, rip 
it out and send it in. 











Business Before Fishing 


By E. W. RIESBECK 


‘ 


Who has built himself an enviable reputation throughout the trade with 
these human, simple, interesting descriptions of ‘‘wild heating jobs he has 


When Mr. Riesbeck tells about a “trouble job,”’ you know 


that there’s a real treat in store for you for he is giving you actual facts 


hn a 
OWN. 
al be FISH are biting, having a grand time, throw 
away your pen and come up here. Jack.’’ So read 
a telegram from Northern Michigan. So I fin- 
ished a “Domestic Engineering” article and started. It 
is a big jump from fish to heating troubles, but wait. 

Arriving in Escanaba, I had not gone two blocks with 
my rod and reel when a stranger stopped me, saying: 
“Aren’t you the man that I metin«....... last winter?’’ 
But my mind was a blank. ‘Don’t you remember old 
the heating contractor? Jack got stuck 
on a heating job and called you up there.’”’ Then the 
light commenced to break. ‘Well,’ he said, ‘I’m the 
owner of the building. I met you in the basement.’ 
“I’m up here,’’ he continued, 
“visiting a banker friend of 
mine in a nearby town, and 
he is up against the same 
thing I was up against a year 
ago. Will you step over to 
the hotel with me? He is 
there now. I told him about 
my troubles I had last win- 
ter, and we have written Jack 
for your address. I never 
dreamed of meeting you up 
here.”’ 

Well, I declare! Here I 
went up North for pleasure 
only to be dragged back to 
work. But there is a fascina- 
tion about the heating game 
more compelling than even 
fishing, so I went with pleas- 





ure. Then you know the old 
proverb, “Business before 
pleasure.”” Fishing is all 


right, but with me it is quite 
unprofitable because the 








ask. Well, there was no such person in that man’s 
town. The one who put the job in, I was informed, 
was then in jail on account of labeling some bottles 
wrong, or on account of ‘“‘still’—fishing or something 
like that. So the upshot of it was that I had to pitch 
in and do the job myself. 

We found the radiators connected all right, the sup- 
ply large enough, vacuum air line valves on all radia- 
tors, but the first cap I removed from a radiator re- 


vealed the fact that the thermostatic disc was gone. 
We opened three more and all were minus the disc. 
These were located in the desk drawer and properly put 
back in place. 


“That’s easy,” you say. 
Well, so far, yes. When we 
came to the first floor all 
seemed well. In the base- 
ment, also everything seemed 
O. K. The main line was 
properly pitched, also the 
l-in. air line to the vacuum 
pump was properly run, and 
had the proper pitch. The 
owner complained he could 
not pull a vacuum on the 
radiators. They became air- 
bound in an hour or so. The 
discharge from the vacuum 
pump was piped out doors 
and ran parallel to the air 
line to the far end of the 
basement. The only way to 
try the job was to fire up. 





NO VACUUM 
HIS was done; it was a 
hot day in September. 
We drove everybody out 





blame things don’t bite on 
my hook. 

After the customary intro- 
duction I cancelled my room, 
sent word to Jack that I had 
been there and gone again on 


car and off we went. 

HE JOB was a small one, 26 radiators, it being an 
es line job, electric-driven vacuum pump, cast iron 
sectional boiler. I put on a pair of overalls, the janitor 
following with a pipe wrench. We started for the second 
floor. 

“Why the dickens didn’t he call a steamfitter?’’ you 


electrician made 


“trouble,” jumped in the 


ON THE JOB 


Which is the inlet, which the outlet? The steamfitter 
connected the motor temporarily, but after he left the 
permanent connections and reversed 
the rotation of the motor 
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of the building, and started 
the vacuum pump but NO 
VACUUM. We broke a union 
close to the pump and applied 
the vacuum gauge which 
What was wrong?, “A plug in 
But we were 


showed 10 in. vacuum. 
the pipe,’”’ you say. Yes, I thought so too. 
both mistaken in this case. 

After the vacuum return line was disconnected agail 
we used a tire pump and pumped air through it, and 
found it clear as a whistle. What now? Yes, what 
now? Six pounds steam—no vacuum—pipes clear—radi- 
ators hot-——then all of them joined in the old song, 
“Darling, I am growing cold—air bound, yes—but why? 
No vacuum, of course, but why? I wished for Sherlock 
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Holmes. The janitor looked at me and I looked at the 
janitor. 

\ {traced the pipe lines; everything seemed all right. 
I decided to follow the discharge from the vacuum pump 
which led through the wall outdoors, and to my great 
surprise, it was pulling air IN. 

You laugh! Nothing to laugh about. The vacuum pump 
was one of the rotary type as shown in Fig. 1, with an 
aluminum rotor on an eccentric; both inlet and outlet 
were 1 in. The steamfitter connected the pump correctly 
but made only temporary electrical connections to the 
motor to try the system, and left the job. When the 
electrician came some time afterward, he made perma- 
nent connections and reversed the rotation of the motor, 
thus forcing air INTO the radiators in place of taking it 
out. 

The air vents on the radiator had a light spring to 
hold them open until the steam expanded the disc. The 
air pressure that the pump created was greater than the 
steam pressure; consequently, the radiators grew cold. 
The motor rotation was reversed and everything worked 
all right. 

Did you say ‘“‘foolish’—‘impossible’’—“should have 
known better’?—-Yes, I agree to all that. I ran the 
pump and figured that the suction was on the left hand 
side and connected the gauge accordingly, but when 
tracing the pipes which ran parallel to each other, I 
discovered that the suction was not connected to the line 
running up to the radiators but led outdoors through the 











A Big Check with a Big Purpose | 
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wall. The rest, of course, was easy. Reversing the 
motor made the discharge line the suction line and the 
suction line the discharge line. The suction was con- 
nected to the air vents properly and the radiators worked 
satisfactorily. 

Needless to say, I went fishing the next day. 


It is a good thing for the heating contractor to know something 

about electricity and for this reason an article written by a man 

who knows his business, will be published in “Domestic Engi- 

neering” on the subject: “What the Heating Contractor Should 
Know About Electricity.” 





RIGHT TO EXCLUDE FROM PLACE OF BUSINESS 


MERCHANT or storekeeper has the right to with- 

draw the express or implied invitation to trade 
from such persons as he may desire, and thereafter if 
such persons come into his store he may eject them by 
the use of no more force than is reasonably necessary, 
under the circumstances of the particular case, if such 
persons refuse to leave after notice and a reasonable 
time in which so to do. 

The right of the occupant of a house or store—or 
other public or semi-public place—to control it and 
admit whom he pleases to enter and remain therein, 
and to expel therefrom ‘‘any one who abuses the privi- 
lege which has been given’ is well supported by the 
authorities—Supreme Court of Alabama, in Brookside- 
Pratt Mining Co. v. Booth, 100 Southern Reporter, 240. 








i CHECK shown here means considerably more 


than one thousand dollars. It represents the fact 
that when the women of an industry decide that a cer- 
tain plan will do much for the future of their husbands’ 
Profession, they will immediately take definite steps to 
insure the success of this plan. 

The Scholarship Fund of the National Association of 
Master Plumbers was established for the purpose of 
helping sons of association members to secure university 
training in sanitary engineering. Thus the oncoming gen- 
erations would be gradually establishing plumbing on the 
basis it deserved—as a profession. 
ee Women’s Auxiliary of the National Association 

a quick to recognize the importance of this step. Mrs. 
E. D. Hornbrook, president of the Women’s Auxiliary, 
arose in national convention and pledged her organiza- 





tion to raise a thousand dollars for the Scholarship Fund. 

Without any fuss or flurry the sum was secured, and 
at the request of the officers of the National. Association 
it was held by the Women’s Auxiliary treasurer until 
called for. On February 9, 1925, at the request of 
President John J. Vogelpohl, Scholarship Committee 
Chairman Frank J. Fee, and Jas. 8S. Cassedy, the check 
for the women’s gift was turned over to the National 
Association of Master Plumbers—the first gift toward 
the Scholarship Fund. 

A simple story, isn’t it? Yes, but there’s a strong 
lesson in this incident for the misguided master plumber 
who is habitually growling, ‘“What’s the idea of mixing 
the women into the business?’”’ There are times when, 
if a man thinks twice before he speaks, he will decide 
not to speak. 
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The 
Antston-Madera Silent 
K-2904 





Do your customers want a silent closet? 


A toilet that noisily announces its use is distasteful and 
annoying to every person of delicacy and refinement. 


The Ariston-Madera Silent is made by the originators of 
silent-operating toilets. Not only is it so quiet that the 
sound of the flushing and refilling cannot be heard beyond 
the bathroom walls, but its tank mechanism is so expertly 
designed and built that it always acts easily, evenly and 
smoothly. Furthermore, this mechanism will give long 
service without expense for repairs or replacements. 


When your customers want a closet combination give them 
an Ariston-Madera Silent and have them satisfied in every 


way. 
THOMAS MADDOCR’S SONS CO. 


TRENTON, N. J. 
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The Questions and Answers Department is open to all readers. 
what is more, this department is an open forum, where readers may discuss plumbing and heating subjects. 
questions about the things you want to know, and don’t fail to send in your, comments and criticisms of questions that have been an- 
swered. While all questions are answered by men who are expert in their particular lines, your experiences may help a fellow crafts- 


man who is in need of information. This department is for the craft. 





HOW NOT TO CONNECT A RANGE BOILER 


Editor, “Domestic Engineering’’:—-The accompanying 
sketch, Fig. 1, shows a layout of a hot water supply 
system, which does not work right. The steam water 
heater will heat the water boiling hot to 6 inches below 
the top of the boiler, but not below that point, while the 
gas water heater makes it hot all the way through the 
30-gallon boiler. 

The steam water heater was made of 2-inch galvanized 
pipe with a 1-inch galvanized pipe passing through its 
center. Two %-inch galvanized water pipes are connected 
in the usual way to the top and the bottom of the boiler 
with vent on the return. 

Kindly let me know why this arrangement does not 
work. 


Ontario. W. J. B. 


Correspondent submits a sketch of a range boiler con- 
nected up to a 2-inch pipe chamber through which the 
cold water from the bottom of the range boiler passes 
and a %-inch steam pipe from the main steam flow line 
from a steam boiler passes through said chamber, and 
he wishes to know why the range boiler does not heat. 

He does not state the length of this chamber. We 
assume from the sketch that the length is not over 30 





inches. The answer is simple. The chamber and the 
Hot to Fixtures 
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Fig. 1 


%-inch steam pipe passing through it is not long enough, 
has not the heating surface necessary to heat the range 
boiler from a low pressure steam boiler, and quite as 
much heat is lost to the surrounding air as is imparted 
to the water passing through said chamber. The connec- 
lion from it to the hot water supply to fixtures is too 
far away from the range boiler. If nothing else can be 
done in the way of placing a coil in the fire pot of the 
steam boiler with connection to the tank at the side 
opening or a single coil heater installed, we would advise 
moving the chamber over close, to the tank, making the 
chamber longer and connecting ‘outlet from it to a tee 
between the top of the boiler‘and the ell above the hot 
line from the gas heater. Then cover chamber with a 
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Here their questions are answered—their problems solved. And, 
Don’t hesitate to ask 


Use it freely. There are many ways to untie knotty problems. 








good grade of pipe covering. The single coil hot water 
heater will, however, make the best job. If a chamber 
is used it should not be less than 6 ft. long, then omit 
valve at A, place a supply stop cock in line at B for 
steam boiler, and drain cocks at C and D. The air cock 
at E is not necessary. F is a hot water heater connected 
up with hot line entering above boiler or in side as per 
dotted line. G is steam boiler; H, tank; I, gas heater; 
J, chamber; K, %-inch steam pipe passing through same; 
L, steam line to radiators; M, cold line to chamber to be 
heated; N, return condensate to steam boiler. As can be 
readily seen by sketch, the addition of piping marked 
F will do away with A, M, N, E, J, and K, and the job 
will be satisfactory. 





A DOMESTIC HOT WATER SUPPLY SYSTEM THAT 
WILL NOT GIVE SATISFACTION 


Editor, “Domestic Engineering’”:—Herewith you will 
find two sketches (Figs. 1 and 2) showing layouts of a 
job, which I am about to install, but before I do so I 
would like to ask you to be kind enough to look it over 
and let me know if my plans will prove satisfactory in 
practice. 

New Jersey. Fr. CS. 


Do not install the job as it is arranged in sketches, 






































Figs. 1 and 2. Such installations never give satisfac- 
tion. In cases of this kind we would advise sacrificing 
; Socall 
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appearances and hang the tank horizontally on the 
kitchen ceiling. Some people do not think of this method, 
but it is a good one if one has not the space to place 
the tank vertically next the range. If the building is 
a bungalow, the tank can be placed horizontally in the 
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Look closely at any new Never-Split by fine appearance. The carefulness 

Seat. So tight is the grip of the four con- with which filler, stain, and varnish He 

cealed bolts, so accurately machined are are brushed on, and the thoroughness ’ 

the tongues and grooves, that the four of the drying process insure a finish le 

sections of the seat become one insepa- of lasting beauty. ; 

rable unit. This is the construction that There is a Never-Split model for every i? 

has made the Never-Split Seat the stand- type of bowl. If you haven't a Never-Split ‘ 

Each Never-Split Seat ard of durability throughout the world. Catalog, write for one today; also for con- ¥ 

oF owen: emngnet tae Of course durability must be matched struction models and free display signs. T 

the cross grain runs 

Seine Give oulied te NEVER SPLIT SEAT COMPANY 


an inseparable unit by 
four bolts concealed in 
the wood. This is the 
Never-Split construc- 
tion which is famous 
for its durability. 


Dept. 228, Evansville, Indiana, U.S. A. 
Founded 1905 









The largest manufacturers of toilet seats in the world 
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The EverNu is the perfect seat. Hard 
rubber, molded in one lasting piece; it 
can’t warp, split, crack, or craze. It is 
impervious to acids and cleansers. Ever- 
lasting — it is always new. Models for 
every type of bowl. 
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attic, but in this case it should have a box built around 
it and the boiler covered well with mineral wool or hair 
felt to prevent damage by frost. 

If neither of these methods can be used, then install 
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as shown in Fig. 3, which is a modified sketch of Fig. 1, 
or Fig. 4, which is a modified arrangement of corre- 
spondent’s sketch, Fig. 2. 





WANTS LAYOUT FOR PLUMBING IN 
KITCHEN 


Editor, ‘Domestic Engineering’’:—Will you please pub- 
lish a layout of kitchen waste pipe for a large hotel 
kitchen, the size and style of grease traps, as we have 
been having considerable trouble with the waste pipe 
clogging with grease. Also advise if it would be practical 
to run the waste pipe from kitchen sinks into a sump 
fitted with an electric pump, as we have one kitchen 


A HOTEL 
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where the fixtures are placed way below the sewer level. 
Louisville, Ky. J. H. 


The sketch of a hotel kitchen layout, which we show 
in Fig. 1, is a sub-basement system. The drains for 
toilet rooms and sinks are under the floor and run to the 
sump from whence the sewage is raised to the sewer 
proper by an ejector or electric bilge pump. In a system 
of this kind, it is necessary to trap all the grease possible. 
For that purpose we specify water jacketed grease traps 
for all sinks. The dish washing sink and the meat wash- 
ing sink particularly should have good traps of large size. 
They should be 14x16 inches at least in a kitchen of this 
size. The other traps should also be water jacketed but 
may be 10x12 inches. The drum trap for the refrigerator 
need not be water jacketed. The trap for the steam table 
which also takes in the trough and strainer into which 
the potato peeler empties, should also be water jacketed 
and should be supplied with cold water from the pipe 
leading to the potato peeler. All grease traps are so 


connected as to receive the water before the sink faucet; ; 


in other words, the cold water used at the sinks, flows 
through the grease trap jacket first, thence to sink faucet. 
These traps should be cleaned once or twice a week in 
order to prevent grease from clogging sewer and pump 
pipes. The floor drains may be deep seal traps, but if 
we were doing the job we would build a catch basin 
under the floor and drain all floor drains to it (to be sure 
of avoiding trouble) thence to the sump tank. The closets 
and lavatories are all revented as shown in the solid 
lines. All sewer connections should be made with Y 
branches. Grease traps are frequently advertised in ‘‘Do- 
mestic Engineering.” 





HOW TO GET MORE HOT WATER 


Editor, “Domestic Engineering’’:—Herewith you will 
find a drawing (Fig. 1) showing an installation which I 
have made, and which heats very little and only from the 
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top of the reservoir. Up to the present time it has been 
impossible for me to find means of making it heat better. 
That is the reason that I address myself to you with con- 
fidence that you will be able to furnish me better means 
than those which I give you on my drawing. 

Quebec. J. DS. 

While the installation is correct, correspondent cannot 
expect large quantities of hot water frequently for the 
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Fig. 1 


following reasons. The boiler is 17 ft. from the range. 
Such connections are made for small quantities of hot 
water or where a larger quantity is wanted of only warm 
water. If hot water is desired at the sink, the hot con- 
nection from the range should enter the boiler at least 
eight inches down from the top. Then, if continuous fire 
is kept up, the boiler will heat from half to two-thirds 
down from top, but the pipes in this case should be 


~ ~— ~~ > 


| mort | 
ae 


)LD. 








Ceiling 

















co.o 





y Sink 


fc. 








first Floor 








Fig. 2 


covered. We assume that the boiler is placed on the 
far side of the room or kitchen for the want of space. 
To make a satisfactory job of it, we would advise the 
installation shown in Fig. 2. The boiler, to be placed 
on hangers from the ceiling of kitchen, will be out of the 
way and will furnish all the hot water desired. The 
pipes being shorter in this layout need not be covered. 
A bent pipe should be installed in the cold water supply 
to keep the cold water at the bottom of the boiler. An 
extra opening must be tapped on the top side of the 
boiler as shown in Fig. 2, for hot supply to fixtures. 
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NO DISCOUNT ON POSTAGE 


Editor, “Domestic Engineering’’:—We have a question 
which is bothering us, and have come to you for your 
opinion in the matter. Are we allowed to take the cash 
discount on the amount of postage which our creditor 
includes with the total of the material on the invoice? 
For instance: 


Phe Re ae, ea $25.49 
POUR ie Sos se SA ae Wi NW eS es ow 20 
I oka era ats ON te oe ne aera are. ad $25.69 


Should we take the cash discount on the total of the 
invoice or just on the cost of the goods? 
Massachusetts. F. B, 

It is largely a moral question and from a moral stand- 
point the answer is ‘‘No!” 

Cash discount is a premium offered for prompt pay. 
The creditor allows this so he can in turn pay his bills 
promptly and receive his discount. However, postage 
is not subject to any discount and must be paid cash in 
advance. It is therefore plainly unfair to take a cash 
discount on this item. 

The amount involved is usually so small that the ques- 
tion would probably never be raised by any business house. 
But, as a matter of business equity, freight, cartage, 
postage or any item of cost that is charged at actual 
cost is not subject to cash discount. 


An Oil Burner Test 


ELOW is an interesting test of an automatic oil 

burner made by N. D. Phelps Co., plumbing and 
heating contractors, Barre, Vt. The burner was equipped 
with No. 2 and No. 6 air and vacuum radiator valves, 
used in connection with an installation of a 24-in., 9- 
section, steam boiler. The piping was a one-pipe cir- 
cuit of a size which filled the eighteen radiators with 
steam at 6-oz. pressure when burning coal. 


























The Temper- | Time =| Maximum/Maximum} Least 
ature {Burner | Pressure! Vacuum | Vacuum Results 
Tests [outside | Running 
First Test | 55° F | 23min | 402. | 61n Radiators warm 
Radiators uncomfortabh 
tothe hand at 
Second Test) 24° F [29min | 602 6in lin peg end 
seen 
» warm to hand entire 
Third Test| zor [26min | 602 | Sin | 2in length of radiator 
| Radiators het 
Fourth Test) iseF [27min |ato6oz | 5in | 2in | to the hand 
Badiators hot 
Fifth Test 44°F | 22min |4to6 oz. | Sin 2in to the hand 




















The radiator valves are common rough body, nickel- 
plated, union valves. In this test the thermostat was 
set at 70 deg.. 

These tests led them to believe that air and vacuum 
valves, when used on steam heating systems with oil 
burners, would be a decided saving in fuel and give 4 
much more even temperature. 





The red and white of good Saint Valentine lent at- 
tractive color decoration to the hall in which was held 
a dance on Tuesday, February 17, for the pleasure of 
the Master Plumbers’ Association of Erie, Pa. 

T. George Ewing, of Lima, Ohio, has moved his plumb- 
ing and heating business from 107 North Pine street to @ 
new building he recently erected at 130 South Pine street. 
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When Kansas Masters Convene 


It means new progress for sanitation in Kansas. Thirty-seventh annual session of 
Kansas Master Plumbers’ Association, meeting in Emporia, transacts impor- 


tant business. 


Masters select Geo. W. Sutherin, of Topeka, as pres- 


ident, while Wm. Ball, of Kansas City, is made vice-president 


HE 37th annual con- 
Treason of the Kansas 

Master Plumbers’ 
Association, held in Emporia 
on February 16, 17 and 18, 
was the most successful 
meeting of the organization 
ever held in the state. 

The attendance was the 
largest it ever has been, per- 
haps due to a clever and 
interesting notice sent out 
by W. S. P. Gill, State Sani- 
tary Service Commissioner, c. G. 
which made co-operation its | 
theme in a humorous way. 
The most remarkable thing 
about the convention was this, that every session was 
attended by 100 per cent of the delegates. 

The Monday morning session was given over to ad- 
dresses of welcome by Mayor Hawkins and Mr. Kirken- 
dall, representing the city of Emporia and the Chamber 
of Commerce. Geo. W. Sutherin, of Topeka, ably re- 








R. D. March and W. I. March, Emporia, Kans., and W. S. P. 
Gill, Sanitary Service Commissioner 


plied to the welcoming addresses, and Mrs. F. H. Bowers 
assured the visiting ladies that they would be enter- 
tained by the local ladies. 

A number of telegrams and letters were read, after 
the following past state presidents had greeted the 
delegates briefly: Chas. Hunter, Chas. Burnap, W. S. P. 
Gill, G. E. Gilhaus, J. M: Simmons and G. W. Sutherin. 


COMMITTEES APPOINTED 


RESIDENT Oscar C. Robertson then announced the 

appointment of the following committees: 

Membership Committee: R. P. Clark, Arkansas City; 
F. A. Krueger, Emporia; W. W. Kitzmiller, Hutchinson; 
Wm. Jost, Kansas City, and R. P. Johnson, Wichita. 

Auditing Committee: J. P. Neale, Kansas City; H. A. 
Fairchild, Hiawatha; Jno. Maynard, Newton, and A. T. 
Olson, Lawrence. 

Resolution Committee: G. E. Gilhaus, Kansas City; 
J. M. Simmons, Wichita, and I. Pribble, Topeka. 

Silent Membership Committee: H. P. Dunaway, 





Loomis,.state secretary; F. H. Bowers, state treas- 
urer; 0. C. Robertson, president; Chas. Hunter, director, 
and G. W. Sutherin, vice-president 
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Wichita; T. J. Hughes, Her- 
ington, and Wm. Ball, Kan- 
sas City. 

Sergeant-at-arms, 
Burnap, Wichita. 

At the afternoon session 
the reports of President 
Robertson and _ Secretary 
Loomis were combined, giv- 
ing detailed reviews of the 
work of the association offi- 
cers during the past year. 
State Treasurer Bowers 
brought a round of applause 
from the delegates when he 
reported all bills paid and a 
balance on hand of $1,523.73. 

W. S. P. Gill, Kansas sanitary service commissioner, 
reported that he had called on and interviewed master 
plumbers, both association and non-association men in 
forty-six towns and cities in the state and told of con- 
ditions as he found them in the various localities. 

Vice-President Geo. W.. Sutherin, of Topeka, was 
called on for an address on ‘‘What Good Has the Asso- 
ciation Done This Year?’’ He told in a very interesting 
way of the many activities of the state and local asso- 
ciations which benefited both the master plumbers and 
the communities in which they live. 


Chas. 


QUESTION BOX DISCUSSION 

OLLOWING Mr. Sutherin’s address the Question Box 
was opened. Lively discussions on the following 

questions took up the remainder of the session: 

1. Does it pay to solicit business? 

2. Can we put over a proposition to eliminate the sub- 
contractors? 

3. How do you sell automatic heat regulators? Do 
you sell them as a necessary part of the heating 
system, or as a convenience? 





Geo. K. Wells, lecturer of T. E. B.; John J. Vogelpchl, presi- 
dent of the National Association of Master Plumbers 
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Cc. W. Burnap and G. H. Burnap, two of the delegates from 
Emporia, Kans. 


4, Are you square with yourself? If so, you will be 
square with your competitor. 
5. How can the ladies help the master plumbers? 

On Tuesday morning, after brief reports from three 
of the zone captains, President Robertson introduced 
National President John J. Vogelpohl, who after greet- 
ing the delegates in his good-natured manner gave a 
very interesting address in which he told of the many 
activities of the National Association. 

Cc. A. Burton, manager of the Kansas City branch of 
the Kewanee Boiler Co., read a paper on “Salesmanship 
and Service,” presenting an 
inspiring picture of the pos- 
sibilities of salesmanship, 
and the obligations of serv- 
ice. 

Thos. W. Butcher, presi- 
dent of Teachers’ College of 
Emporia, was one of the 
speakers of the afternoon 
session, and taking as his 
subject “‘Labor,’’ he empha- 
sized the idea that labor is 
not confined to hard hands 
and rough clothes but that 
any man who has a job and 
does his whole part of that 
job is a laboring man. 

Chas. Hunter, of Kansas 
City, past state president of 
the association, and a master plumber of forty-three 
years’ experience, was the last speaker of the afternoon. 
His subject was “Sanitation.” He stated that 68 per 
cent of the lives lost in the Civil War were directly 
caused by unsanitary conditions, while in the World 
War the percentage was reduced to 2 per cent. 








Ea 


E. B. Brinnon, J. E. Wilson, J. M. Martin, H. J. Geile, all of 
Wichita, Kans. 





Mrs. and Mr. H. P. Dunaway of Wichita, Kans. 


Clyde Bishop, of Sunshine Mantle Co., Chanute, Kans.; B. H. 
Sutton, of Iola, Kans., and W. A. Gittrich, Wichita, Kans. 


At the Wednesday morning session, Geo. K. Wells, of 


the Trade Extension Bureau, gave a lecture in which he 
told of the efforts being made by the Bureau to secure 
more journeymen through the apprenticeship department. 
Following Mr. Wells’ address, the delegates entered into 
a general discussion of subjects of importance to the in- 
dustry. 


REPORT OF RESOLUTIONS COMMITTEE 


A T the opening of the afternoon session, the Resolu- 


tions Committee reported the following resolutions 
as being approved: 

A resolution recommend- 
ing the World Court. 

A resolution approving 
efforts to eliminate pollution 
of streams, fostered by 
“Domestic Engineering.” 

A resolution that archi- 
tects should leave plumbing 
and heating specifications 
out of general contracts. 

A resolution automatically 
electing the retiring and in- 
coming state presidents as 
delegates. to the national 
convention. 

A resolution approving 
the national plumbing code. 


ELECTION OF OFFICERS 
HE next order of business was the election of offi- 
cers for 1925. The following men were selected: 


President, Geo. W. Sutherin, Topeka; vice-president, Wm. 
Ball, Kansas City; secretary, C. G. Loomis, Salina; treas- 
urer, F. H. Bowers, Emporia. 





W. F. Seott, E. C. Billings, F. Lemaster, R. P. Clark, C. A. 
Bahruth, J. R. Bays, all of the Arkansas City 100 per cent 


delegation 
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With the selection of Kansas City, Kan., as the next 
meeting place, the convention was adjourned. 

Delegates were.well entertained during the meeting. 
On Monday evening there was a smoker and entertain- 
Also a showing of scenes along the route to the 


ment. 
National Convention by the Northern Pacific Railway 
Co. On Tuesday night there was a theatre party at 


the “Strand,” at which, in addition to the regular bill, 
a picture, “The Romance of Clay,’’ made for the Clay 
Pipe Association, was shown. And on Wednesday eve- 
ning there was a final banquet. 


MANUFACTURERS AND JOBBERS REPRESENTED 
ANUFACTURERS’ and jobbers’ representatives from 
M all over the state were invited, and a large num- 
ber attended and took an active part in the discussions. 














Mrs. and Mr. Ben Fink, of Topeka; Mrs. Irvin Pribble, of 

Topeka; Mr. and Mrs. Wm. Ball, of Kansas City, Kans.; Mr. 

and Mrs. F. W. C. Bailey, Eagle-Picher Lead Co.; Mr. and 
Mrs. H. O. Green, of Tulsa, Okla. 


Several salesmen displayed samples of their firm’s goods 
in the convention hall, as follows: 

I. L. Roark displayed Sloan flush valves, Church seats 
and Josam drains. 

D. H. Painter demonstrated Hoffman specialties. 

J. A. Sanders displayed fire pots and blow torches, 
made by Van Praag Sales Corporation, of New York. 

J. P. Joyce, of Gottesburen & Joyce, Kansas City, Kan., 
explained the merits of their cleanout and waste. 

W. F. Kinnaird displayed a toilet chair made by the 
Crocker Chair Co., Sheboygan, Wis. 

Crane Co. displayed two automatic storage tank heat- 
ers, in charge of C. W. Hart, of the Kansas City branch. 

Other sales representatives in attendance were: 

I. L. Roark, manufacturers’ representative, Kansas City, 
Mo. 











Mr. and Mrs. F. J. Adenauer and daughter, “Peachie,” Wichita, 


Kans.; Mr. and Mrs. H. O. Green, Tulsa, Okla. 
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W. W. Kitzmiller, C. E. Wilkie, D. E. Arnold, all of Hutchin- 
son, Kans. 


Martin, of H. P. Martin & Sons, Owensboro, Ky. 
. Ducios, of Crane Co.’s Kansas City branch. 
. Vermillion, of National Lead Co., St. Joseph, Mo. 

D. H. Painter, of Hoffman Specialty Co.’s Kansas City 
office. 

J. H. Ross, of Ross Mfg. Co., Kansas City, Mo. 

J. McKim, of W. B. Young Supply Co., Kansas City, Mo. 

H. M. Davis, of Salina Supply Co., Salina, Kan. 

Clyde Bishop. of Sunshine Mantel Co., Chanute, Kan. 

Wm. J. Hebenstreet, of Blake Specialty Co., Rock Is- 
land, Ill. 

B. E. Jones, of U. S. 
Kan., branch. 

J. C. McDonald, of U. S..Radiator Corporation’s Kansas 
City branch. 


Radiator Corporation’s Wichita, 





J. M. Simmons, F. X. Hoff and R. P. Johnson, all of Wichita, 
Kans, 


H. D. Riggon and C. B. Smith, of Topeka Steam Boiler 
Co., Topeka, Kan. 

C. F. Huber, of D. & T. Mfg. Co., St. Louis, Mo. 

Cc. A. Burton, of Kewanee Boiler Co.’s Kansas City 
branch. 





J. H. Ross, president, Ross Mfg. Co., Kansas City, Mo.; A. J. 


Bachofer, of Salina, Kans., M. B. Clement, Sterling, Kans 
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pud. Doran, of U. S. Radiator Corporation, Kansas 


City, Mo. 9 
Jno. R. Durst, of Dempster Mills Mfg. Co.’s Kansas 


City branch. 

M. Canary, of Kohler Co.’s Kansas City branch. 

Fred Haly, of Chandler Pump Co.’s Kansas City 
branch. 

H. R. Cornelious, of Williams Oil-O-Matic Heating 
Corporation, Bloomington, ill. 

R. H. Hutson, of Salina Supply Co., Salina, Kan. 

J. N. Blom, of U. S. Radiator Corporation, of Topeka, 
Kan. 

H. V. Seevers, of Mueller Co., Decatur, Ill. 

J. P. Joyce, of Gottesburne & Joyce, Kansas City, Kan. 

K. H. Smith, of American Radiator Co.’s Kansas City 


branch. 





C. F. Huber, of D. & T. Mfg. Co., St. Louis, Mo.; F. P. Hale, of 
Chandler Pump Co., Kansas City; I. R. Roark, manufacturers’ 
agent: J. C. McDonald, manager, U. S. Radiator Corporation, 
Kansas City, Mo.; Wm. J. Hebenstreet, Blake Specialty Co., 
Rock Island; J. A. Sanders, Van Praag Sales Corporation, 
New York; D. A. Painter, Hoffman Specialty Co., Kansas City; 
K. M. Davis, Salina Supply Co., Salina, Kans., and Bruce 
Jones, U. S. Radiator Corporation, Kansas City 


W. V. Mallon, Peerless Selling Co., Evansville, Ind. 
L. Heaven, C. B. Oelkers and F. A. Griffin, Jr., all of 
Kellogg-Mackay Co.’s Kansas City branch. 





MASTER PLUMBERS’ CODE OF ETHICS 


Following is the code of ethics which A. J. Thomas, 
secretary of the Newport News Master Plumbers’ Asso- 
ciation, Newport News, Va., says the members are hang- 
ing up in their shops these days: 

“1. To consider my vocation worthy, and as affording 

distinct opportunity to serve society. 

“2. To improve myself, increase my efficiency and en- 
large my service, and by so doing attest my faith 
in that of an honorable business man. 

“3. To realize that I am a business man and ambitious 
to succeed, but that I am first an ethical man and 
wish no success that is not founded on the highest 
justice and morality. 

“4. To hold that the exchange of my goods, my serv- 
ice and my ideas for profit is legitimate and 
ethical provided that all parties in the exchange 
are benefited thereby. 

“5. To conduct my business in such a manner that I 
may give a perfect service equal to or even better 
than my competitor. 

“6. A Master Plumber shall be a moral man, physi- 
cally fit, of sound integrity, of good reputation, 
unquestioned honesty and of credit standing and 
thoroughly trained and experienced in the Plumb- 
ing business. He shall be kindly, courteous and 
sincerely friendly. 

“7, He shall keep informed on business ideals, prin- 
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ciples and practices, be alert to utilize new and 
progressive ideas for the betterment of his busi- 
ness and willingly co-operate with others in aid- 
ing the advancement of the Plumbing industry as 
a whole. ; 

“8. He shall so conduct his business that the health 
of the community is constantly safeguarded. 

“9. Master Plumbers shall establish and maintain in- 
timate, cordial and friendly relations and shall 
practice clean and honorable competition with 
other master plumbers. 

“10. A Master Plumber shall not make false or dis- 
paraging statements, either written or oral, or 
circulate harmful rumors respecting a competitor’s 
work, his prices or his business, financial or per- 
sonal standing. 

“11. The Master Plumber shall inform himself concern- 
ing the Local, State and National Laws regulating 
the plumbing business, of health and sanitation 
and shall co-operate with the proper authorities 
in the enforcement of such existing laws. 

“12. Finally, believing in the universality of the Golden 
Rule, all things whatever ye would that men 
should do unto you, do ye even so unto them, 
we contend that Society best holds together when 
equal opportunity is accorded all men in the nat- 
ural resources of this planet.’’ 





PLUMBING MEASURE BEFORE MINNESOTA 
LEGISLATURE 

A plumbing bill, introduced by Senator Charles H. Kel- 
son of Lake Park, has been put before the state legislature 
of Minnesota. It proposes the creation of an association 
and board of governors for Minnesota plumbers, with 
county organizations and grievance committees with power 
to investigate and act on complaints against plumbers. 
And it provides, further, for procedure of the grievance 
committees and the payment of $10 fees. 

Professional misconduct, according to the bill as draft- 
ed, would be a serious offense and call for thoroughgoing 
investigation by the grievance committee. If plumbing 
is done unprofessionally, the grievance committee would 
find their hearings cluttered up with books, papers, docu- 
ments, pipe fittings, pipe wrenches, saws, taps and dies 
and “other materials necessary or material to the inquiry.” 

Complaints against any plumber for overcharge, delay 
in making repairs or calls may be made either by the 
secretary of state or by filing a complaint with the secre- 
tary of the county association where the accused resides. 





MANY BUILDINGS PLANNED FOR SEATTLE 


A number of construction projects have been outlined 
for early commencement in Seattle, including several 
large apartment houses, for which bids for the general and 
sub-contracts will be called in the near future. Among 
these is the $80,000 apartment structure planned for 
B. W. Tye, to be erected at Broadway and Mercer, to 
be three stories high, containing thirty-one two- and 
three-room apartments. Each apartment will have tile 
baths, equipped with showers, and the building will have 
a hot water plant for heating. 

Another new apartment is the $55,000 structure at 
Second avenue West and Olympic place, to be built for 
Contractor William Wills. The building will contain 
16 three-room apartments, with tile baths and showers. 

A three-story structure to cost $100,000, and contain- 
ing 36 two- and three-room suites, will be erected at 
1420 Boren avenue, for David Bain. This structure, 
like most of the new apartments in the city, will have 
strictly modern bath conveniences, including showers. 
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Legal Questionnaire 


Can a range stove connected to a range boiler be removed 
when the house 1s sold, if tt has not been reserved?—This 
important question 1s answered in a most careful manner’ 


By ““The Judge”’ 


MAY A RANGE CONNECTED WITH RANGE BOILER 


BE REMOVED WHEN THE HOUSE IS SOLD? 


Editor, ‘Domestic Engineering’’:—-When a person sells 
a house where there is a range connected to a range 
boiler, unless reserved, does it go with house or can it 
be taken out as household goods? 

Illinois. B. 


M. M. 


Answer:—You could not have put a question on a 
subject which is more elusive in the entire realm of 
law than the question you have asked with regard to 
whether a certain so-called ‘‘fixture’’ has become a part 
of the real estate or has remained personal property 
which would not pass with the rest of the real estate 
when a conveyance is made which does not refer specifi- 
cally to the particular fixture in question. 

Different courts have decided differently, on almost 
the same set of facts, and sometimes the same court 
has handed down decisions in which the facts have been 
very similar and the decisions just the contrary. The 
answer to your question will depend entirely upon the 
facts which could be proved as to the method of annexa- 
tion of the range to the boiler and especially as to the 
intention of the party who annexed it. 

Very generally, as decided in a case in your state of 
Illinois, the law as laid down by the Court was, that 
the test in any case is whether the fixture has actually 
been annexed to the real estate, the further question 
of the application of the fixture to the use to which 
that part of the building where it has been located has 
been put, and the further test of the intention of the 
parties who placed it in position as to its becoming a 
Permanent accession to the real estate. 

The first question is whether your range has been 
so annexed to the real estate as to have become a part 
of it. The answer to this particular phase of the mat- 
ter is almost always a question of fact, and involves, among 
other things, questions whether the range can be re- 
moved without injury to or destruction of the house, 
and whether, in some cases, it has become a part of 
and necessary to the usual equipment of buildings of 
a similar nature. The answer to these questions de- 
Pends upon the facts in each case which arises. What 
Would be a part of and necessary to the usual equip- 
Ment of one building might not be the same in the 
case of a different building. As a sample: Many years 
ago in 1874, the court of your state decided that a 
stove (what kind of a stove is not stated) would not 
become a Part of the real estate, saying: “But... .it 


may be proper to determine whether the furnace and 
Boilie 


“one effort is made to the end that these answers may 

sibint cena However, we cannot assume any respon- 

Mae y because of the very nature of the service, which is 
ered without a personal interview.—Editor, 


pipes put into the building are to be considered a part 
of the building. It is believed that ordinary stoves and 
pipes have always been conceded to be personalty or 
mere chattels. They, as all know, are not intended to 
become and form a part of the building. But with fur- 
naces it is different, as it is known that they are intended 
to be permanent, and a part of the structure. They 
are seldom, if ever, detached from the building, so long 
as they last, whilst stoves are frequently removed and 


- again replaced.”’ 
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At first thought, if your range might be considered a 
stove, it would seem that the range had not become 
a part of the real estate and might be removed when 
the house is sold, as being personal property which be- 
longs to the seller. But it may be fairly assumed that 
in 1874 a stove was a different thing than your range 
is today, and probably was used merely for heating a 
room, could be easily set up and removed and was not 
a part of the hot water heating system of the house. 
Probably, in those days, too, stoves were luxuries which 
every person did not have, and were frequently taken 
from house to house by the owner, as he moved from 
one place to another. That sort of a fixture might well 
be viewed in a very different light than the present day 
range. I assume from your statement of the facts 
that your stove, which you state is connected to a range 
boiler, is a necessary part of the hot water equipment of 
the house and that if it were removed there would be 
no means of heating water, at least not as planned 
when the hot water system was installed in the house. 


Under such circumstances it might well be argued that 
the range, connected as it is with the hot water heating 
system of the house, was intended to become a part of 
the real estate, was considered a necessary. part of the 
equipment of the house and had therefore become such 
a part of the house that it had taken on the attribute 
of a part of the real estate. 

Now let us suppose that when the house was built, 
provision was made for heating the boiler from the fur- 
nace or boiler in the cellar, that some later owner had 
installed the range in the kitchen for his own convenience, 
and that it would be easily possible to heat the range boiler 
from the cellar without the use of the kitchen range. 
Under such circumstances it might be reasonable to 
argue that the range had not become a part of the real 
estate, and the old rule laid down in 1874 might be 
held to apply. But even in this last case, we should 
have to consider the intention of the person who in- 
stalled the range, and if it could be proved that he in- 
tended that the range should become a part of the real 
estate, then it would be so decided. 

It would make a difference to the decision on your 
question, perhaps, whether you were the person who in- 
stalled the range or whether it was in the house when 
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you pought the real estate. If it passed to you when 
you purchased the house, the range would probably 
he considered as real estate, although this is not of itself 
a conclusive fact. 

You have not given me many facts, but if the range 
is actually an integral part of the hot water system of 
the house, it is probable that the courts would say that 
it had become a part of the real estate and could not 
be removed by a seller unless he had reserved it to 
himself in the agreement for the sale of the premises. 

I have not been able to find that Illinois has enacted 
any statutes on the subject. If any such have been 
enacted, of course they would control the situation. 
Some states have passed laws which have a bearing on 
the subject, such as statutes which provide that con- 
ditional sales of plumbing and heating equipment shall 
not be valid against mortgagees and purchasers of the 
real estate unless such conditional bills of sale have been 
recorded. If your state has passed such a statute it 
would have a tendency to show that such a range as 
you describe had become a part of the real estate. 

This subject of fixtures, as between a seller and the 
purchaser of real estate, is differently decided than in 
the case of the rights of landlords and tenants. In the 
latter case many things which a tenant installs on the 
leased premises may be taken away by him at the end 
of his tenancy which a seller of the real estate might 
not be able to take with him. This is particularly true 
in the case of tenancies which have to do with the leases 
of business premises, where tenants may equip the premises 
with many things necessary to their business, but which 
they are allowed to remove because of the law which 
has grown up around such tenancies. 

Without knowing more of the facts, and speaking very 
generally, I am of the opinion that the range you men- 
tion has probably become a part of the real estate and 
cannot be removed by the person who sells the property 
without reserving the range to himself. 


New Business “Oentures 


The Hillcrest Plumbing & Heating Contractors, of New 
York City, have been incorporated with a capital of $20,- 
000, by D. Stauch, E. Sieber and G. Franz. 

Paul R. Buchwald, 4603 Harford road, Baltimore, has 
incorporated his plumbing business with the following 
officers: Paul R. Buchwald, Sr., president and treas- 
urer, and Paul R. Buchwald, Jr., secretary and assistant 
treasurer. 

L. Reizen Plumbing & Heating Company, of Brooklyn, 
N. Y., has been incorporated with a capital of $4,500, 
by L. Reizen, M. Zelman and C. Haspel. 

A. F. Nelson has engaged in the heating business in 
Portland, Ore., as the Arcweld Heating Co. 

F. L. Burgess has rented the E. L. Bowman building 
on Jefferson street, in Waupaca, Wis., and will open a 
Plumbing and heating shop. 

J. A. Sorenson, Lake Preston, S. Dak., has added a 
Plumbing and heating shop to his hardware business. 
Jerry Singleton has engaged in the plumbing and heat- 
ng business in Fairbury, Nebr., as S. B. Plumbing Co. 
Frank D, Mitchell, Lankershim, Calif., has engaged 
in business at 710 South Hoover street, as the LaFayette 
Hardware & Plumbing Co. 


ee O’Connor and William Lonergan, both of New 
ondon, Conn., have formed a partnership and opened a 
Plumbing establishment at 32 Summer street, in that city. 
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Business ( hanges 


M. W. Cosby, of 152 East Fifty-third street, Portland, 
Ore., is moving his plumbing establishment to 994 Bel- 
mont street in that city. ‘ 

Hynds Plumbing & Heating Company, of LaSalle, III., 
recently moved into its new building at 424 Second street, 
in that city. 

Glenn & Clelland, Mercer, Pa., who have carried on a 
plumbing business for the last seven years, have sold 
their business to O. W. Turk and Ray Yonkers, who will 
continue at the same address. 


Charles H. Snyder, plumbing and heating contractor 
of 914 Chew street, Allentown, Pa., has taken into part- 
nership with him Edward Knauss of that city. The firm 
will be known as Snyder & Knauss. Both men are ex- 
perienced, Mr. Knauss having been in business for the 
last thirty years. while Mr. Snyder has had twenty-seven 
years’ experience. 

J. F. McGowan has leased his sheet metal shop at 150 
A street, San Mateo, Calif., to Charles Izmirian of New 
York, and will devote his entire time to the plumbing 
business. 


Bane & Schwonke have succeeded to the business of 
H. C. Bergh Plumbing & Heating Co., of Webster, N. Y. 
Frank Bane, of Webster, and Charles Schwonke, of 
Rochester, are the new proprietors. 

Rorebeck & MeNall, plumbing contractors of Spirit 
Lake, Iowa, have dissolved partnership, Mr. McNall having 
disposed of his interest to H. J. Jackson, of Hull, Iowa. 
Business will be continued under the name of Rorebeck 
& Jackson. Mr. Jackson has been in business for the last 
three years at Hull, Iowa, and was prior to that for twenty 
years engaged in the plumbing business at Sioux City, 
Iowa. 

O. W. Erickson, of Calistoga, Calif., has moved his 
plumbing establishment to the Odd Fellows’ building in 
that city. 

Walter and Clarence Ellis have purchased the business 
of the Buckner Plumbing Co., of Campbellsville, Ky., and 
have consolidated that business with their own on Depot 
street. The business will continue to be operated under 
the firm name of Ellis Brothers. 

McCarthy & Crandall, plumbing and heating contractors 
of 529 South Cascade avenue, Colorado Springs, Colo., 
have incorporated their business. The incorporators are 
Thomas McCarthy, Thomas W. Crandall and Earl R. 
Keesling, who, with the addition of J. P. Hauser and 
Daniel T. Higgins, will constitute the board of directors. 
McCarthy & Crandall have been in business for more 
than twenty years. 

John H. Baumann, 3226 West York street, Philadelphia, 
is moving into new and larger quarters at the northeast 
corner of Thirteenth and Wallace street in that city. 





THE POLLUTION OF STREAMS PROBLEM 


W. H. Dittoe, chief sanitary engineer of the state de- 
partment of health at Columbus, Ohio, has offered the 
department’s services to Youngstown and Niles in the 
Mahoning Valley, in an effort to secure more adequate 
domestic water supply, and divorce it from commercial 
water sources. Reasonable correction of the pollution of 
the Mahoning river is one of the aims sought. Creation 
of a sanitary district, whereby municipalities could co- 
operate in working out the problem of water supply, is 
being advocated as’ the most feasible way to approach 
the problem. 
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(' omfort Stations 


A combined comfort station and bandstand, one story 
and basement, 24 x 43 ft., is to be constructed in McNally 
Plaza, New York City, near Washington bridge, between 
190th and 181st streets. 

The city of Youngstown, Ohio, will pattern its two new 
comfort stations after those in Washington Park, Detroit. 
One is to be under the Public Square and the other in 
Spring Common. Youngstown will also equip its new 
tourists’ camp with toilets, shower baths and bathing 
facilities. 

A comfort station is to be built in the center of Stock- 
ton, Calif., for the convenience of tourists and shoppers. 

Anthony, Kans., will soon have a swimming pool, 120 
x60 ft., with water capacity of 250,000 gallons. 

A swimming pool is to be constructed in the basement 
of the new Knights of Columbus building at Eighth and 
Douglas streets, Sioux City, Iowa. 

Two comfort stations, one for women and one for men, 
are to be built in Loveland, Colo. 

The new comfort station to be erected in Shamokin, 
Pa., will be self-supporting by the aid of a shoe-shining 
parlor. The site is at Lincoln and Liberty streets. 

Work is to start soon on the two-story brick, stucco and 
shingle comfort station to be erected at Seaside Park, 
Bridgeport, Conn. In addition to the usual fixtures, the 
station will be equipped with showers. The building will 
be 30x 60 ft., with tiled interior. 

Plans have been made for a comfort station to be 
erected on Main street, in Winona, Minn. Geo. W. Hoff- 
man is city clerk. 

The Department of Public Works, Philadelphia, Pa., 
will soon let the contract for the erection of a comfort 
station in Wissinoming Park, near Frankford avenue and 
Comly street. Geo. H. Biles, 113 City Hall, is director. 


Swimming - “Pool News 


There is considerable agitation in Williamsport, Pa., 
for a civic swimming pool, Mayor Hugh Gilmore sug- 
gesting Memorial Field as the site. 

The town of Morningside, Iowa, is to have an $8,000 
swimming pool in Lewis Park. 

A reinforced concrete swimming pool is to be built on 
the southwest corner of 13th and College streets, Terre 
Haute, Ind. 

Plans have been prepared for a swimming pool on the 
South Side in the city of Richmond, Va. 

G. C. Winslow and Herbert Monger, Greenfield, Ind., 
recently staked off a site in the Riley Park grounds for the 
location of the new swimming pool. The place selected 
is 175 ft. wide and 350 ft. long. 

The Community Club, Ponca, Nebr., has under consid- 
‘ration the construction of a swimming pool. 

The business women of Peoria, Ill., who number 2,000, 
are to have a swimming pool of their own. 

The Order of Redmen, Donaldsonville, La., will ask for 
general contract figures about March 1 for the construc- 
tion of a swimming pool on Mississippi street. 

Along with other improvements, to cost $50,000, the 
Muskogee Town and Country Club, Muskogee, Okla., will 
build a swimming pool. 


The town of Marion, S. C., which was one of 54 com- 
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munities to receive a Harmon Award, plans to expend 
part of the fund in the building of a swimming pool. 

The city council, Osage City, Kans., has under advise- 
ment a municipal swimming pool project. 

The city of New Britain, Conn., has plans for a swim- 
ming pool at Willow Brook Park, to cost $15,000. 

A municipal swimming pool will be built in Ottawa, 
Kans. 

Neilhurst Property Co., Jacksonville, Fla., of which 
Harry D. Steuer is president, will construct a yacht basin 
and Venetian pools on their island subdivision. Stanley 
Thompson is the contractor. 

Folly Beach Association has been organized at Charles- 
ton, S. C., and will build an indoor swimming pool. George 
Franklin Willey, 31 Broad street, Charleston, is president. 

The McDowell County Country Club, Welch, W. Va., 
will begin work in March on a 40x 80 ft. concrete swim- 
ming pool. 

The Parsons College, Fairfield, Ia., of which L. M. 
MecFee is president, is about to begin the construction of a 
$25,000 memorial swimming pool. 

C. C. Pugh, of Conrad & Pugh, Wheeling, W. Va., has 
plans for building a swimming pool and also a lake in the 
Whitmar Hill subdivision. 

Contract is about to be let for construction of a $900,- 
000 Y. M. C. A. building in San Francisco, Calif., which 
will include a swimming pool. 

George J. Dehn, president of the Compound Injector & 
Specialty Co., 419 North Laramie avenue, Chcago, has 
acquired a tract near Pensacola, Fla., and is planning a 
golf course, amusement park and a swimming pool. 

A Casino is to be built this Spring at Hollywood-by-the- 
Sea, Fla., which will include a .50x100 ft. tile-lined 
swimming pool. 





MASTER PLUMBERS PROTEST PLUMBING BILL 


The Master Plumbers’ Association of Lancaster, Pa., 
recently appointed a commitee to appear before a meet- 
ing of the Public Safety Department and the mayor to 
protest against the passage of a bill which allows any 
approved plumber to lay water service connections. The 
association declares it is not in favor of such an ordi- 
nance because its members have not the equipment to do 
such work and could not do it as cheaply as the city 
if it did have such equipment. The organization intends 
to advertise in the local papers advising the public that 
the city lays water service cheaper than any plumber in 
the city could do. 











“Sy” Martin, of H. P. Martin & Sons, Owensboro, Ky.; W. F. 

Kinnaird, of Crocker Chair Co., Sheboygan, Wis., and E. 

Goodson, of Cornell Supply Co., Lincoln, Nebr. at Nebraska 
Retail Plumbers’ recent convention 
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‘ CENTRAL SUPPLY ASSOCIATION’S WINTER MEETING 


The Central Supply Association held its regular win- 
ter meeting at the Hotel Sherman in Chicago, on Wednes- 
day and Thursday, February 25 and 26, while this issue 
of “Domestic Engineering” went through the press.—A 
complete report of the meeting will be published in 
next week’s issue. 





COMPANIES RECENTLY INCORPORATED 


The Binghamton Fuel Oil Heating Co., Binghamton, 
N. Y., was recently incorporated with a capital of $200,- 
000, to manufacture heating apparatus. 

The Arsenal Oil Burner Co. of Maryland, Baltimore, 
Md., has been incorporated with a capital of $10,000 
by Wm. L. McGinnis, Clarence A. Fifer and Herman C, 
Koschwitz. 

The Boehlke Oil Burner Co., Chicago, was recently 
incorporated with a capital of $10,000, to manufacture 
oil burners and heating specialties. 

The Gill Oil Burner Co., of Fall River, Mass., has been 
incorporated with a capital of $25,000 and 250 shares 
of common stock without stated par value. The incor- 
porators are Francis B. Lyons, Thomas E. Lyons, Ellen 
Lyons and John A. Lyons, all of Fall River, Mass. 

The J. R. S. Specialties Mfg. Co., 535 South Ocean 
avenue, Patchogue, N. Y., has been recently incorporated 
with a capital of $100,000, to manufacture plumbing and 
heating specialties and equipment. The incorporators are 
James R. Smith and others. 

Richardson, Back, Graham & Karrmine, of Philadel- 
phia, have been incorporated with a capital of $50,000 
to manufacture heating specialties. 

The United Oil Burner Corporation, Boston, Mass., 
has been incorporated with a capital of $75,000 and 
1,500 shares of stock without par value, to manufacture 
oil burning apparatus. Earl L. Ridley, Needham, and 
Eileen L. Flynn and John A. Shaw, of Boston, are the 
incorporators. 

The Harvey-Whipple Oil Burner Co., Springfield, Mass., 
was granted a charter under the laws of the state of 
Massachusetts and is capitalized for 1,000 shares of 
stock without par value. The incorporators are: Walter 
C. Harvey and Edward J. Dwyer, of Holyoke, and Ray 
G. Whipple, of Springfield. 

The Engineering Products Company, of Portland, Ore., 
has been incorporated, with a capital stock of $10,000, 
0 manufacture heating and refrigerating equipment, J. L. 
Prulatour and Kenneth Coleman being the incorporators. 

The Middletown Plumbing Supply Company, Middle- 
‘own, N. Y., has been incorporated, with a capital of 
$100,000, by G. A. Rode, K. G. Merwin and W. C. Fallon. 
—— Oil Heating Corporation, New York City, has 

orporated, with a capital of $30,000, to manufac- 
ture heating equipment, the incorporators being C. Hunt- 
‘ngton, H. W. Gaston and H. G. Knowles. 
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PROMINENT MEN CALLED BY DEATH 


Edward H. Raymond 

Edward H. Raymond, vice-president and in charge of 
sales, of Crane Co., Chicago, died in a Pullman berth, 
February 24, on a Texas & Pacific train en route from 
Texas to New Orleans. Mr. Raymond was touring the 
southern states on a business survey, accompanied by C. 
D. Little, general manager of sales. Mr. Raymond’s death 
was due to heart trouble. He became ill at 5:30 in the 
morning, rose, and then returned to his berth. At 7 
o’clock, when the train pulled into New Orleans, he was 
found dead. When he left Chicago, he seemed in the 
best of health. Mr. Raymond was born in Elgin, III, 
August 27, 1864, and he became associated with Crane 
Co. in 1888, where he remained without interruption until 
his death. He was a member of the Masonic fraternity 
and of the Highland Park and Exmoor Country Clubs. 
His widow survives him. 

Wm. G. Callow 

Wm. G. Callow, formerly president of the Kennedy Co., 
of Cleveland, Ohio, died Tuesday morning, February 24, 
on a train between Tucson, Ariz., and Los Angeles, Calif., 
while on his way to consult a physician in the latter city. 
Mr. Callow was treasurer and later president of the Ken- 
nedy Co. until his retirement from business five years 
ago. Most of his time since then has been spent in travel, 
his longest journey being a trip around the world. He 
was a member of the Masonic fraternity and of several 
leading clubs in Cleveland. His widow, a brother and 
three sisters survive him. 


Anton Weiskittel 
A. Weiskittel, president of the A. Weiskittel & Son 
Company, Baltimore, Md., died at his home in that city 
on Friday, February 6, after a short illness. The burial 
was held February 9. His widow survives him. 





A BRANCH IN WATERTOWN, MASS. 


The F. W. Webb Mfg. Co., of Boston, Mass., has opened 
and is doing business from its new branch office and 
warehouses at Watertown, Mass. Geo. H. Maynard, for 
many years associated with the company in the capacity 
of salesman, has been appointed branch manager. 





NEW DENVER SALES OFFICE FOR STANDARD 
SANITARY MFG. CO. 


The Standard Sanitary Mfg. Co., Pittsburgh, Pa., will 
open in Denver, Colo., on or about March 1, a new office 
for the sale of its products to the jobber. The territory 
under the jurisdiction of the new sales office will comprise 
Montana, Wyoming, Colorado, New Mexico, Idaho, Utah, 
and El Paso, Texas. E. A. Maginnis, who has been assist- 
ant sales manager of the Chicago sales office for the last 
five years and with this company for the last ten years, will 
be manager of the Denver territory. The location of the 
office has not yet been definitely decided upon. C. A. 
Harker will succeed Mr. Maginnis in the Chicago district. 
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SUPPLY COMPANY IN NEW HOME 


The Ohio Plumbers’ Supply Company, Toledo, Ohio, 
recently moved into its new five-story and basement struc- 
ture at 627-629 Huron street in that city. The concern 
is just sixteen years old and opened in a small way at 
1615 Adams street in a one-story, one-room establish- 
ment. Frank M. Peabody and William H. Roemer, now 
president and secretary-treasurer, were then sole owners. 
Six years later, however, they were joined by Holt D. 
Bullock who is now vice-president and sales manager. 
The new building has a frontage on Huron street of 75 
ft. with a depth of 150 ft. to a paved alley. The struc- 
ture is of brick, steel and concrete and is one of the 
most modern plumbing and heating supply structures in 
that part of the country. 





(N. ¥.) MANUFACTURER ENLARGING 
FACILITIES 


BROOKLYN 


The C. J. Tagliabue Mfg. Co., Brooklyn, N. Y., an- 
nounces an expansion of its service and the creation of 
new functional departments, one of which will be an en- 
gineering research department, headed by Victor Wichum. 





ERIE AUTO SHOW -IN JARECKI MFG. CO.’S 
NEW PLANT 


The Jarecki Manufacturing Company, Erie, Pa., re- 
cently opened Building C of its new plant by lending it 
to the Sixteenth Annual Automobile Show of Erie. Flags, 
bunting and palms, together with rugs and furniture 











The new plant of the Jarecki Manufacturing Company, Erie, 
Pa., used recently for the Sixteenth Annual Automobile Show 
in that city 


from the display rooms of the dealers, made the attrac- 
tive trimmings for the building. There was a large band 
which, with the aid of amplifiers, made itself heard in 
every part of the plant. Cars, speed boats, hydroplanes 
and radio equipment were displayed. 





AMERICAN RADIATOR COMPANY BROADCASTS 
ANNOUNCEMENTS TO BRANCHES 


During the Spring sales campaign of the American 
Radiator Company, Buffalo, N. Y., a weekly radio concert 
from Station WGR, Buffalo, has been concluded with an- 
nouncements as to the standing of the various branches. 
The employes all over the country have been notified as 
to the time and are thus enabled to listen in. The first 
concert was given February 17, the subsequent entertain- 
ments occurring at weekly intervals. The air audience is 
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enjoying the quartet, soprano, barytone and tenor Solos 
together with the orchestral numbers, provided by the 
company. 





CHANGES ITS NAME 


The Mueller Company, of Port Huron, Mich., announces 
that, effective at once, the company’s name has been 
changed to The Mueller Brass Co. No change was made 
in the officers of the concern. 





BRASS MANUFACTURERS’ MERGER 


The Chase Companies, Waterbury, Conn., recently ab- 
sorbed the American Brass & Copper Company, of 139. 
138 Lafayette street, New York City. 





OIL BURNER MANUFACTURERS BUILD IN 
BLOOMINGTON, ILL. 


Contract has been awarded for the new manufacturing 
plant of the Williams Oil-O-Matic Heating Corporation in 
Bloomington, Ill. The cost of the first unit is estimated 
at $55,000, while new machinery valued at $70,000 will 
be installed in the structure. Two additional units, each 
equaling in size and cost the first, are to be constructed 
as soon as the first is finished which will be in thirty 
days. Each unit will be 300 ft. long and 100 ft. wide 
and will be of brick and concrete construction. The 
structures will be one-story with a monitor roof, 22 ft. 
in height, to admit an abundance of light. The first 
two units will be for manufacturing purposes only, while 
the third unit is to house the administrative part of the 
organization. 





NEW FACTORIES AND ADDITIONS 

The Ral Plumbing Supply Co., 829 Main avenue, Passaic, 
N. J., is about to contract for the erection of a one-story, 
65x138 ft., store, office and storage building on Walnut 
street in Montclair, N. J. 

Crane Co.’s branch at Hartford, Conn., is being en- 
larged. A one-story addition of brick and steel construc- 
tion, fireproof, will give much needed additional ware- 
house space. Likewise, extensive alterations are to be 
made to the offices and show rooms in the present build- 
ing at 115 Front street. The work will be completed 
early in the Spring. 

Crane Co. is also erecting a building in Syracuse, N. Y., 
in West Genesee street, near Van Rensselaer street to 
house its branch there. It is to be an L-shaped structure, 
65x105x265 ft., to cost more than $75,000 with equip- 
ment. It will be two stories high. A feature will be 
the attractive exhibit room, the floor and wainscoting of 
which will be of zenithern. The building will be finished 
with face brick. The present quarters of the Crane 
branch are at 209 South West street, but, at the com- 
pletion of the new building, all the company’s Syracuse 
activities will be centered in the one place. 

Crane Co.’s branch in Oshkosh, Wis., is also expanding 
into new and larger quarters. A site has been purchased 
at Market and Pearl streets where a large warehouse and 
office building will be erected. The property covers a 
area of 78x240 ft. 





PITTSBURGH TRADE GOLF ASSOCIATION'S 
ANNUAL MEETING 
The Pittsburgh Trade Golf Association will hold its 
annual meeting at the Pittsburgh Athletic Association, 
in Pittsburgh on Monday, March 9. During the dinner, 
the members will plan their coming activities and elec- 
tion of officers will be held. 
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SAY IT WITH POETRY 


That is the way the Association of Plumbing, Steam 
and Metal Salesmen of Maine does. They recently sent 
out clever invitations in rhyme to their “yearly pil- 
erimage” to Dunstan, Maine, with headquarters at the 
Dunseroft Inn. The meeting is set for approximately the 
came time, March 9, as the state convention of the master 
plumbers, March 10 and 11 at Lewiston, Me., close by, in 
order to benefit both gatherings. 





A, M. BYERS CO. INSURE EMPLOYES 


‘4. M. Byers Company, Pittsburgh, Pa., under the 
group insurance program involving approximately $3,000,- 
900 life protection for 2,200 employes, included a unique 
provision which protects those in their service for 25 
years or more in that the premivms of such employes 
are paid by the company. With the remainder of the 
employes, the plan is co-operative, the premiums being 
paid jointly by employer and employe. Individual cov- 
erage ranges from $1,000 to $2,000. There is likewise 
a disability clause. 





HEATER COMPANY’S CONFERENCE 


About thirty members of the staff of the Williamson 
Heater Co., Cincinnati, O., attended the annual convention 
of the company and the annual dinner in the Dutch Room 
of the Copley Square Hotel, Boston, Mass., Saturday night, 
February 7. A theatre party followed. 





CENTRAL SUPPLY CO. ENTERTAINS EMPLOYES 


The Central Supply Co., of Worcester, Mass., conveyed 
its employes by auto to the Hotel Bartlett, Rutland, 
Mass., on Wednesday evening, February 11, for dinner. 
This made the fourth consecutive year that the Central 
Supply Co. has been host to all the members of its or- 
ganization. Following the dinner, dancing was in order. 





RADIO ADVANCES CAUSE OF SEPTIC TANKS 


J. Warren Fortenbaugh, chief sanitary engineer of the 
Kaustine Company, Inc., of Buffalo, N. Y., recently broad- 
casted over WGR, Buffalo, an address entitled ‘“‘Sanitation, 
with Particular Reference to Sewage Disposal by the 
Use of Septic Tanks.’’ 





PLUMBING AND HEATING EXHIBITS AT ANNUAL 
BUILDING SHOW IN PHILADELPHIA 


The outstanding feature of the Annual Building Show, 
the week of February 9, in Philadelphia, was the fact that 
nearly 90 per cent of the exhibits on display were of 
plumbing and heating material, an indication that the 
manufacturers and jobbers of the industry are taking 
every opportunity to educate the public on good plumb- 
ing and heating equipment. Several plumbing and heat- 
'ng contractors in Philadelphia took advantage of the 
show to display finely appointed bathrooms to the thou- 
sands that thronged through the show day and night. 
Among those exhibiting in the plumbing and heating 
industry were: H. B. Smith Co., EverHot Heater Co., 
Kleen Heat Sales Co., Mont Clare Foundry Co., Willners 
“ Burning Co., Union Radiator Co., Hoffman Heater 
Co, Radiant Heat Corporation of America, Wm. Thomp- 
son, Cleveland Heater Co., A. B. C. Oil Burner Co., Silent 
ap Oil Burner Co., J. Reynolds & Son, John Wood 
ng on sanptet-Pox Foundry Co., Richardson & Boynton 
bine elsbach Co. Borden Stove Co., Haines, Jones & 
Sidiene td Edward R. Sabin, Jas. B. Clow & Sons, 
in. at cag Co., Crane Co., Kenney-Cutting Products 

’ can Radiator Co., Kompack Heater Co., Penn- 
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sylvania Range Boiler Co., Burnham Boiler Corporation, 
Bridgman Co., Abram Cox Stove Co., Shuster Plumbing 
Supply Co., Louis Hisels & Son, Minneapolis Heat Reg- 
ulator Co., Keystone Supply & Mfg. Co., Johns-Manville, 
Inc., Pierce, Butler & Pierce Mfg. Corporation, Fléck Bros. 
Co., Cooper Sanitary Mfg. Co., Landau Plumbing & Heat- 
ing Co., and L. H. Lehman. 





HEATING SPECIALISTS HELP TO PLAN NEW YORK 
HOME SHOW 


The importance of proper heating and ventilating sys- 
tems will be emphasized at the annual Own Your Own 
Home Exposition, to be held at the 69th Regiment Armory, 
New York City, April 18-25, according to Director Robert 
H. Sexton, of the National Own Your Own Home Exposi- 
tions. To effect this end a committee, consisting of some 
of the biggest men in the heating and ventilating industry, 
has been selected and will be active in planning the proper 
display of heating and ventilating equipment. 

This committee includes W. J. Olvany, president of the 
New York Chapter of the American Society of Heating and 
Ventilating Engineers, chairman; R. H. Bradley, of Kelsey 
Heating Co.; J. B. Garfield, of American Radiator Co.; 
Wallace F. Goodnow, of Pierce, Butler & Pierce Mfg. Cor- 
poration; F. C. Houghten, of American Society of Heating 
and Ventilating Engineers; L. Kennedy, of American 
Blower Co.; C. M. Lyman, of International Heater Co.; 
J. K. Peacock, of Hoffman Specialty Co.; H. W. Porter, 
of Johns-Manville, Inc.; Walter H. Wilson, of Minne- 
apolis Heat Regulator Co.; George Schmidt and George 
M. Scott. 





ADDITION TO SALES PERSONNEL 


The Duriron Company, Inc., Dayton, Ohio, announces 
the appointment of the following representatives: Walter 
Drew, New York City, for Eastern New York State; J. M. 








The recent sales convention of the Duriron Company, Inc., at 
Dayton, Ohio 


McKee, Boston, for Maine, New Hampshire, Rhode Island 
and Eastern Massachusetts; and E. H. Platz, Jr., Phila- 
delphia, for Maryland, New Jersey, Delaware and Eastern 
Pennsylvania. 
MORE ABOUT THAT MANUFACTURER-JOBBER 
CO-OPERATION 


Following the unique plan of manufacturer-jobber co- 
operation, the Blue Seal Chemical Co., Roselle, N. J., 
made its Philadelphia experiment on Friday evening, Feb- 
ruary 13, at the Lorraine Hotel, with members of the 
sales force of the Keystone Supply & Mfg. Co. as guests. 

This sales plan has already been tried out in Boston, 
Mass., and Newark, N. J., with splendid results, and it 
is the intention of the manufacturer to cover many of 
the principal cities of the country. 

Under the plan, the Blue Seal salesmen are paired off 
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with the salesmen of a local jobber and accompany them 
on their calls on the trade for a week. The jobber’s 
salesmen introduce the Blue Seal representatives and 
give them an opportunity to show their product to the 
master plumber. 

After a good dinner, Sam Wetzler, president of the 
Blue Seal Chemical Co., made a short explanatory talk. 
J. Shirley, sales and advertising manager, addressed 
the crowd on “Selling.”” H. C. Bell, manager of the 
plumbing department of the Keystone Supply & Mfg. 
Co., was also among those who had a word or two to say. 





BUILDING PERMITS ISSUED IN JANUARY 


Official Reports from 205 Cities Show a Slight Decrease 
From Last Year 

The first month of 1925 construction planning lags be- 
hind the record so magnificently established in January, 
1924. The decrease is not large, being approximately 4 
per cent, or a matter of about ten million dollars, less in 
estimated total valuation for 205 cities reporting to the 
“American Contractor.’’ Last year is the only year since 
building statistics have been kept that exceeded the activ- 
ity of this January. 

Figures for the 205 cities for the last three Januaries 
are as follows: 

Jan., 1923 Jan., 1924 Jan., 1925 
$206,405,000 $224,486,007 $214,959,808 


The figures in detail for the first month this year and 
last year follow herewith: 


January, 1925 January, 1924 


No. of No. of 
Permits Valuation Permits Valuation 
Arizona— 
a ee ee 115 $ 341,158 78 $ 120,878 
Arkansas— 
PPR NIE bbS6 0b ohn ciwes 109 98,945 96 86,184 
Ne 157 338,012 165 443,012 
California— 
ee 94 133,975 82 409,964 
ee 284 810,251 237 686,790 
SINS ss oeen kee eaewe 73 118,714 73 112,825 
oo SP rere 103 758,005 135 216,919 
ee 406 1,240,010 476 3,198,048 
Oe ere 3,908 11,171,162 5,400 13,158,526 
CT eee 1,214 2,850,970 983 2,019,166 
PR Scbsicerestee ee 257 878,465 349 924,462 
ee 238 592,479 287 653,256 
PINE cs vaxcexstssue 746 1,869,978 487 752,889 
San Francisco............ 875 3,403,623 773 3,178,413 
kee kK bbabive aon ie 116 219,225 93 444,125 
eer ee 96 226,740 114 224,905 
Colorado— 
Colorado Springs......... 77 92,755 78 41,885 
PRN kak csenwaw sows 465 1,450,050 291 1,393,800 
DRED cS cUeecashetissaue 69 132,220 72 65,618 
Connecticut— 
_.. , Sn ae Joe 19 212,849 71 349,030 
Delaware— 
a 34 56,061 73 181,079 
District of Columbia— 
ee 274 4,269,815 425 1,972,575 
Florida— 
Jacksonville.............. 246 374,467 265 583,459 
ee 99 240,645 74 140,650 
SEMEL Gh sk bucn sven seaes 339 1,058,631 285 454,999 
ee ere 53 34,061 61 41,842 
DI Skkwwc esse eka eene 499 765,382 276 303,538 
Georgia— 
DEMEDSks oss ows soe eenebs 298 1,463,667 322 1,440,561 
ee 132 150,804 113 58,710 
Savannah................ 30 52,000 40 181,775 
Idaho— 
Dhh xdieeses x eibire~ ee 29 14,38 27 9,033 
BOONES ba yucksieeccna ee 28 54,750 24 62,070 
Iinois— 
Ds winced wee ewes 703 21,007,950 797 14,117,110 
Decatur. . ere Te 68 248,350 28 125,350 
er 53 215,485 52 157,996 
Evanston........ 53 844,190 33 296,600 
DE S6ckckankeastias 34 185.900 38 140,660 


No. of 
Permits 
Soe ae a er 40 
ee PO er a 14 
Eee 50 
Oe re 76 
Indiana— 
NE Biba Sse en Sones 2 
IE eer ee 216 
a ae 87 
APR Tey 64 
Eee, 28 
Indianapolis............. 771 
DN os ow cab wee es 12 
| EE ee 144 
ci | as 42 
lowa— 
ee 69 
ere 39 
SP 6 '4.0:6 6 so bees 93 
DERL  ccchsbcebocae 23 
2 Sa 30 
a a ree 77 
Kansas— 
Le 70 
BRR vidas seen aeeens 56 
a, re 79 
Kentucky— 
pare aay ree ee 51 
INR 6540655 sae seene 41 
SED 55 6564S saa a eae 281 
Louisiana— 
New Orleans............. 157 
eee 268 
Maine— 
| eer rs 29 
Maryland— 
NR eit cs biases 1,019 
Cumberland.............. 17 
Massachusetts— 
DN Sh AGNohs susowewen 11 
DAC kbbacacsanenseee 444 
DR ob cbs ct cheeken's 35 
rer rrr 50 
eee eee eae 19 
IDs ois ck selspaie ae 28 
POE vsvasseweesese 33 
Eee Ee 15 
EEL kis’ S nceaenn us 3 
NMS Sec ces «ee ts tes 23 
ee ee 21 
See eer 44 
DS Re ee ee eee eee 38 
| Se re 45 
New Bedford............. 42 
North AGAms. .......0600. 2 
MN 5B Sb ew obs ow aes 68 
PE Peet Pere 15 
ee 23 
I sos ss 50cescwes 107 
SNR oo neds oc ea oe ne 18 
WE oes sinh aa seay 93 
Michigan— 
oe ae 20 
__ gaa eae en nee ae 23 
SE. oiea sok Di Gbtuats 1,945 
a re 135 
Grand Rapids............ 189 
EOP eee 27 
PND 06s osc Seeeces 36 
Cee re ee 38 
PEND os sscsaepuvesew ce 16 
Pe ee ree 56 
Minnesota— 
JL. eee 109 
Minneapolis.............. 353 
PS So sns5ccenseheos 146 
Mississippi— 
PRN ek bck caus 52 
Missouri— 
Kaneas City............. 254 
Le | See ers 21 
| 628 
Montana— 
ee 2 
Nebraska 
cn, EE eee § 28 
RSG occas en cewek ® 144 





January, 1925 


Valuation 


867,425 

75,225 
130,140 
135,718 


8,500 
139,704 
329,514 

1,199,375 
102,200 
964,526 

12,845 
247,520 
101,835 


200,715 
138,725 
282,580 
43,250 
63,050 
171,625 


90,575 
89,310 
111,441 


129,750 
63,295 
1,418,885 


625,600 
356,395 


28,400 


2,456,160 
369,268 


52,550 
4, 3,586,346 
73,200 
320,065 
92,175 
101,650 
98,820 
39,305 
60,250 
63,125 
200,550 
110,775 
102,350 
234,350 
284,000 
4,200 
234,800 
222,150 
45,525 
709,140 
76,050 
716,448 


68,250 
53,605 
9,454,749 
286,707 
420,010 
41,295 
106,310 
179,425 


18,820 


193,918 
388,020 
1,095,420 
840,350 
268,225 
1,126,480 
28,075 
3,009,710 


1,000 


67,770 
555,770 
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January, 1924 


No. of 
Permits Valuation 
48 99,250 
11 30,250 
30 125,950 
126 115,967 
7 13,250 
70 94,112 
67 241,650 
28 112,200 
32 129,690 
634 1,012,221 
16 20,500 
162 645,967 
59 539,569 
33 83,630 
41 53,945 
77 235,925 
20 142,775 
16 7,542 
46 95,390 
52 209,150 
56 115,930 
143 581,300 
83 88,900 
40 88,650 
238 849,356 
180 1,474,425 
289 761,186 
36 256,710 
795 3,528,000 
26 55,935 
25 136,125 
522 3,503,704 
57 189,025 
73 158,909 
20 47,120 
23 54,250 
46 130,900 
19 47,250 
14 48,400 
27 109,600 
32 190,135 
56 150,485 
15 114,890 
34 253,725 
53 286,800 
2 2,200 
58 173,930 
49 465,505 
35 496,685 
133 1,218,183 
19 68,060 
105 445,085 
27 387,890 
23 5,565 
1,480 7,122,376 
163 558,942 
183 892,765 
19 25,430 
97 46,832 
49 137,985 
35 19,663 
69 101,188 
73 185,590 
248 1,120,645 
127 765,298 
73 272,000 
178 1,747,800 
29 41,425 
620 3,481,167 
6 4,640 
; 81,175 
v4 310,090 








1925 
> 


24 


ation 


99,250 
30,250 
25,950 
15,967 


13,250 
04,112 
£1,650 
12,200 
29,690 
12,221 
20,500 
15,967 
39,569 


33,630 
13,945, 
5,925 
2,775 
7,542 
5,390 


9,150 
5,930 
1,300 


3,900 
8,650 
9,356 


4,425 


1,186 
3,710 


3,000 
1,935 


125 
704 
,025 
909 
120 
250 
900 
250 
400 
600 
135 
485 
890 
725 
800 
200 
930 
595 
685 
183 
060 
085 


890 
565 
376 
942 
765 
430 
832 
985 
663 
188 


590 
345 
298 
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What makes a good job good? 


Honest materials, careful work- 
manshipand doing yourlevel best 
to please — that’s the way to do 
good jobs—to build reputation— 
to win more plumbing contracts. 


And honest materials play a vital 
part in every job you do. Con- 
sider fittin’s: Unseen, yet their 
quality protects the job and 





Quick Figuring 
The Grabler Catalog 
givesyou sizes,weights 
and cost of fittin’s in 
jiffy quick time. Saves 
time. Prevents errors. 


New 1925 edition now 
ready. Send for your 
copy today. It’s free. 


SQUARE 


Malleable Iron 


insures the customer satisfaction 
that builds your business and 
adds to your reputation. 

Square “Gee” fittin’s are the reflection 
of the pride we take in making them. 
Only quality materials go into Square 
“Gees.” Special tapping machinery, 
careful finishing, smooth countersink- 
ing and rigid inspection guarantee the 
quality that is your insurance when 
buying fittin’s. , 


THE GRABLER MANUFACTURING COMPANY 
Cleveland, Ohio 
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January, 1925 January, 1924 January, 1925 January, 1924 
No. of No. of No. of No. of 
Permits Valuation Permits Valuation Permits Valuation Permits Valuation 

New Hampshire— Texas— 

Manchester .........20220. 32 81,082 31 72,380 SU bie ck daa kxene suns 474 2,903,070 379 2,996,770 

ew davciap= TN 57 49,955 74 89,058 

Atlantic City............. 125 575,934 136 643,908 Fort Worth.............. 190 690,299 198 619,114 
Bayonme...........-..0+. 14 102,700 28 116,025 Galveston................ 250 85,029 233 642,37 
I as ts Sonic ts ie atta eek 53 69,620 55 531,648 ORL Siw chad tu seneKs 444 1,298,866 558 2,087,654 
Rast Orange....-........ a 223,180 95 687,101 San Antonio............. 312 604,470 375 658,910 
ee ee 36 830,917 58 765,208 Utah— y 
EO ee oe 16 56,300 15 42,525 NR see ile os we Basi 11 51,600 9 21,300 
Neretiy CORE... ss cvnsnstees 73 438,350 113 1,628,754 Salt Lake City........... 42 128,200 44 102,193 
A 1,653,320 360 2,357,571 Virginia— 
See ee yee 28 53,380 29 fe, re 134 181,080 138 305,900 
PO oh skvensesscws : 86 232,905 114 1,604,477  Richmond............. » 15 902,350 175 1,510,121 
Plainfield. .... epeweeee 16 250,315 24 81,800 ee eae 71 289 145 98 posar et 
Trenton.....: asrbeesee 64 177,425 118 189,235 Washington— ; 

New Mexico— SEE ES Peer Tee 93 73,005 96 19,804 
Albuquerque....... eres 16 18,660 18 U7ER “Ge. 5. cncsisseasssacs B60 2,715,790 777 3,341,435 

New York— NINN 5 5:6 dire oie esses 5% 84 99,065 74 55,245 
cca ccsnethemew ia 306 223,511 393 647,247 rer rr Trey , 292 1,007,650 308 2,350,628 
er rere yo 2 1,850 4 10,450 West Virginia— 

Binghamton.............. 193 585,885 233 120,406 Charleston............+.. 48 385,541 72 214,972 
| ye 1,107,650 416 1,244,000 Huntington......... cous 989 610,925 90 1,413,383 
New York City— DUNE ess Gee caso 60 125,921 78 528,320 

Bronx...... coveasy, eee 15,826,306 459 10,391,350 Wisconsin— 

rome b): 14,135,865 3,167 32,642,859 ER ee 72 98,608 46 42,035 

Manhattan............ 279- 30,564,775 321 17,483,751 Madison...........+.-> ee 29 163,175 32 120,900 

errr re ; 885 8,213,055 1,798 14,868,970 Diliwnuee......65...- - 164 1,355,578 1,790 1,622,550 

Richmond............- 114 357,307 129 675,008  Oshkosh............ bars 69 50,876 46 54,514 
Niagara Falls............ 24 112,635 38 86,385 NOR ciobuicsns «0% ia 21 45,000 18 44,600 
Schenectady....... i 31 182,700 50 306,275 Sheboygan............... 101 66,975 53 34,953 
eee 112 485,560 113 282,015 Wyoming— 

PO Coc ctvc abst heaves ce 28 65,009 22 39,852 ST ere eT eer 15 19,225 20 60,284 

WMD Cok ccasiendes 6 14,900 14 25,215 —_—— ae 

SIR ocuesaeiseakenes 66 536,500 67 569,400 Total.............. 37,054  $214,959,808 42,840 224,486,007 
North Carolina— 

a eee 83 346,885 63 194,735 COLBY CHEMICAL CO. ORGANIZED 

rene ee “ieee a nd ae The Colby Chemical Company has just been established 
ee ee eer ve 91,$ 2 9, 

North Dakota— at 10 Markham place, Buffalo, N. Y., by W. C. Colby, 
ED cose ssukceeete 4 2,506 10 5,269 who was formerly manager of one of the sales departments 
Pn EE. cc keto nnswee 4 50,025 2 835 of the Buffalo Specialty Co., Buffalo. 

: Ohio— 
Renee ey 180 1,074,307 124 242,510 “ an 
"os a aa Raa 96 504,582 98 191.130 MANUFACTURERS OF “X’? MAKING RADIO SETS 
Cincinnati..............-. 348 1,375,350 928 970,920 “Xx”? Laboratories, New York City, recently perfected 
SEE oesew ex tewnes ee payer - 4,391,350 4 five-tube radio set. The company’s research into radio 
eee _ 292 1,005,600 277 658,400 y h h t it $100 000 
AI. 6s scccveee ee 193 353,801 139 676,325 manufacture in the past two years has cos 000. 
HNOR c.g ou. onxssea%ee 31 251,444 35 77,140 
Mansfield............. . 21 806,700 13 198,200 PROMINENT GOLFERS IN THE TRADE AT WINTER 
Ps caccucta ls enw 15 18,735 23 17,645 
| Ee re 28 57,850 27 51,805 RESORTS 
eR ee err 175 372,892 206 713,927 Southern and west coast golf courses are claiming 
oneal dal ed ye 7 a their share of eastern golfers this season. Among the 

ae eer 91 7 05 ¥ . . 

Oklahoma— men identified with the plumbing and heating trades 
DID. bios ns v0.00 0% 17 16,285 26 30,030 in the New York territory, who are now chasing the 
pense City.........+- a 186,845 103 ye pellet around courses in warmer climes, are: JE. F. 
CS Serer yrererteny s 1,300 10 29,600 ‘ 

’ ’ nd 
pg aah etait 158 698.780 106 321.700 Keating, of the E. F. Keating Co., New York City, a 

Oregon— Wm. C. Banta, of the 
eee 1,090 2,942,410 964 1,778,275 Ridgewood Plumbing 

Pennsylvania— 

a cy asiticsives 10 185,250 42 419,500 Supply Co. Ridge- 
ee eer re 49 93,040 66 47,968 wood, N. J.; both of 
NR Gs canes dna nieee 6 15,000 26 84,321 
j ’ at Pine- 
BE races tien winses 7 516,080 11 70,000 whom are 
BiB iespbiasshastceancsss 56 80,345 56 252,447 hurst, N. C.; W. 0. 
ee ee 25 167,250 40 197,600 Reinhart, of Perth 
POR a onc kboswiseniss 16 188,000 43 512,000 
McKeesport.............. 30 146,580 26 495,380 Amboy, N. J., who is 
Philadelphia............. 964 6,567,755 1,249 8,642,525 spending a month in 
Pittsburgh............... 389 3,296,852 355 2,004,184 : #F 
’ ’ resorts ‘ 
ee 71 65,600 7 117,700 Florida P: : 
a eee en 62 209,185 74 252,215 O. Granson, Broo 
Wilkes-Barre............. 33 267,380 58 208,724 lyn, N. Y., manager 
WME ShNG eo ekuhsockene 18 127,425 40 81,330 of J. D. Johnson Co., 

Rhode Island— Ww Hal- 
Providence............... 157 1,556,300 227 1,747,900 x Inc., and Wm. 

South Carolina— eee lett, manager of the 
Charleston........... = 29 9,835 24 5,850 Sees : | the 

, a . nch of 

South Dakota— Tipemmeaacieiton ten Ae ALES ““| Bronx bra al 
2g | ee ae 7 12,050 11 54,845 | -———— “= game concern, an : 

henna 7 The front and display window of D. Johnson himself, 
INDY a0 sv. 0 k55u¥ oud 165 312,642 171 578,652 the Haff Supply Company in Amity- ll in Florida. 
BSG cxG ote sinks 408 796,380 328 1,660,750 ville, Long Island, N. Y. all In 
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GALVANIZING 


Galvanizing Wessels Welded 


Range Boilers 


Wessels Range Boilers, after being tested by air pressure 
under water, are given an extra heavy coating of spelter. This 
process is known as galvanizing, and upon it depends the dura- 
bility of the boiler. 

We use the hot dip method which insures an even heavy 
coat of spelter both inside and out. 

You will never find any rough, dull surfaces or bare spots 
on Wessels Range Boilers. A close inspection after galvanizing prevents that. 
The slightest imperfection is sufficient to send a boiler back for re-pickling and 
re-galvanizing. 

These are all details, but it is close attention to such details that make Wessels 
Range Boilers as nearly perfect as is humanly and mechanically possible—yet they 
cost no more than others. 















Order them by their name from your jobber’ 


D.D.WESSELS & SONS LO. 
DETROIT. MICHIGAN 


BRANCH FACTORIES 
KANSAS CITY, KAN. 







CLEVELAND. OHIO WALKERVILLE, ONT. 
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The Honeywell 
Contribution 


It has been the one desire of Honeywell to 
free the dealer and heating contractor from 
complicated installations, annoying and cost- 
ly service demands and the actual grief that 
at one time marked the handling of Auto- 
matic.Temperature Controls. 


It has been the Honeywell aim in the design 
and manufacture of all Honeywell products 
to make reliability an absolute certainty. 


The degree to which Honeywell has suc- 
ceeded is reflected in the public indorse- 
ment and widespread adoption of Honeywell 
Controls by the leaders of America’s heating 
industry. 


The Honeywell Heating Specialties Co. 
Wabash, Indiana 


Honeywell Tem- 
perature Controls 
are simple in de- 
sign, easy toinstall 
and completely re- 
liable. Only the 
minimum of elec- 
triccurrentis used. 











Honeywell Electric 
Motors and Switch 
Motors are ap- 
proved and listed 
as standard by the 
Underwriters’ Lab- 
oratories, Incorpo- 
rated. 

















ONEYWELL 


Temperature Regulators 


| ing the pilgrimage to Rome. 
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Personal Mention 


R. H. Feltwell, district manager of the D. & T. Manu- 
facturing Co., of St. Louis, has been visiting Baltimore, 
Md., and Washington, D. C., in company with James 
Crossley, of Erie, Pa., who will represent the D, & T. 
Manufacturing Co., in the Buffalo district. 


W. R. Bowles, of the Bowles Co., of Portland, Ore 
has returned from an extended trip through California. 


R. H. Griffiths, of the Peerless Pacific Co., of Portland 
Ore., is on a several weeks’ vacation in California. He 
is accompanied by Mrs. Griffiths. 


S. S. Fretz, president of S. S. Fretz, Jr., & Co., Phila- 
delphia, left for Miami, Fla., last week. Mr. Fretz 
was accompanied by Mrs. Fretz, and they will spend 
two or three weeks in Miami with friends. 


George P. Sippel, of Fredonia, N. Y., has recently 
become associated with the Pierce, Butler & Pierce 
Manufacturing Corporation, of New York City. He will 
cover the district from Youngstown, Ohio, north to 
Buffalo, N. Y., and east to Dunkirk, N. Y. 


Murray W. Sales, president of Murray W. Sales & Co., 
of Detroit, is spending a few days in New York on his 
way to Palm Beach and Miami, Fla. He is accompanied 
on his trip by Mrs. Sales. 


H. S. Tracey has been appointed district manager for 
the Pennsylvania and western New York state territory 
of the Hills-Stevens Co., manufacturers’ representatives. 
Mr. Tracey’s headquarters will be in Philadelphia. 


Jas. F. Redman has be- 
come associated with the 
Detroit Sanitary Supply 
Co., of Detroit, in the ca- 
pacity of secretary-treas- 
urer in charge of sales. 
Mr. Redman was formerly 
for eight or nine years 
associated with J. M. 
Teahen, in the VitrO Tank 
Company, of Detroit, and 
for about a year and a 
half with the W. A. Case 
& Son Mfg. Company, of 
Buffalo, N. Y., after it took 
over the former company’s 
business. Since that time, 
for the last eight years, he 
has been Michigan representative for the Chase Com- 
panies, Inc., of Waterbury, Conn. Mr. Redman’s many 
friends in the trade throughout the country will wish 
him success in his new office. 

Harry Fries has been appointed: manager of the Atlanta 
branch of the Kohler Co., of Kohler, Wis. Mr. Fries 
has been a member of the company’s Atlanta organization 
at 84 North Pryor street for some time and is well 
known to the trade. 

J. W. Mitchell, of the Kohler Co.’s Seattle organiza- 
tion, was recently promoted to be manager of the Seattle 
branch, located at 123 Jackson street. He succeeds W. 
Lambert, who has been appointed traveling representa- 
tive with headquarters at Kohler. 

Cc. P. 1. Moran, manager of Crane Co.'s pranch at 
Washington, D. C., made a_ business trip to Trenton 
during the week ending February 21. 

E. F. Butler, of E. F. Butler & Co., Boston, 1 


his family on Sunday, February 15, with the par 
While on the to 
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A change of name only 

















HEGGIE-SIMPLEX 


|] FORMERLY SIMPLEX | 


ELECTRIC-WELDED STEEL BOILER 


ROM now on the Simplex Boiler will be 
" known, advertised and trade-marked as 
Heggie-Simplex. : 


The simplicity of operation and installation 
of the Heggie-Simplex, plus its fuel-saving and 
oe features, make it pre-eminently 
the boiler toinstall for permanentsatisfaction. 


If there’s a problem of boiler-room design, boiler instal- 
lation, or heating efficiency which the Heggie-Simplex 
won't solve, it has yet to be put up to our engineers. 
May we prove it on one of your problems? 


HEGGIE-SIMPLEX BOILER CO., JOLIET, ILL. 


CHICAGO SHOW ROOMS: 2436 WEST FIFTEENTH STREET 


Representatives in 
Joliet, Ill,. Kansas City, Mo. Memphis 
Minneapolis Milwaukee 
New York Oklahoma City Omaha 
Pittsburgh St. Louis 


Representatives in 
Baltimore Charlotte, N.C. Cleveland 
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THE IT IS 
POWERS NOT 
SHOWER THERMO- 

MIXER STATIC 





A Shower Mixer 
That’s Different 


Most of the unsatisfactory service of Shower 
Mixers is caused by variations of pressure in the 
supply lines. 


That’s where the POWERS Mixer gets in its 
fine work. When pressure changes occur, its 
EQUALIZING VALVE prevents changes of 
temperature of the water by counteracting the 
variations in pressure. When pressure on cold 
water line falls, pressure on hot water line is 
instantly cut down to correspond. 


That’s why the POWERS Shower Mixer is the 
mixer that the public has long been asking the 
plumber to supply. You can safely put it in on 
trial. If it doesn’t suit, we will take it back. 















We have a booklet of practical value to every 
plumber. It tells more than we can tell here about 
this really new type of shower controller. Send 
for a copy and read it—for the profit-making ideas 
it will give you. 








THE POWERS REGULATOR CoO. 


34 years of specialization in temperature control 


2716 Greenview Ave., Chicago 
NEW YORK - BOSTON - TORONTO - And 30 Other Offices 








A A 
HOT WATER INLET COLD WATER INLET 





Cut-away view of Pressure Equalizing Valve used 
only in the Powers Shower Mixer 
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anticipates visiting the British Isles, France ang Switzer.” 
| land. 

| Thomas Follett, sales manager of M. L. Kline Co., 
Portland, Ore., is back at his desk after an enforced 
vacation. Mr. Follett had the misfortune to break one 
of his legs last December, and his many friends wy 
be glad to know that he is_ sufficiently 
resume active duties. 


recovered to 


Carter Sales, of Murray W. Sales & Co., Detroit, has 
just returned from a trip to the West Indies, 

G. C. Hay has recently become associated with the 
Williams Tool Corporation, of Erie, Pa., and will have 
charge of sales for this concern. 

R. J. Foley, of the Bailey-Farrell Mfg. Company, of 
Pittsburgh, Pa., visited Greensburg, Jeannette, and other 
cities of southwestern Pennsylvania this week. 

R. B. Wolcott, San Francisco representative for the 
Walworth Mfg. Co., is spending several weeks among 
the trade in Southern California. 


M. Howard, manufacturers’ representative in San Fran- 
cisco, Calif., has been appointed Pacific Coast representa- 
tive for the Gulf States Pipe Corporation, and for the 
Phoenix Brass Foundry, Irvington, N. J. 


R. W. Barcus has recently been appointed Philadelphia 
manager of the Niagara Radiator & Boiler Co., North 
Tonawanda, N. Y., with offices at 121 North Broad street, 
Philadelphia. Mr. Barcus was formerly in the heating 
supply business in Philadelphia, and prior to that was 
connected for seventeen years with the American Radia- 
tor Co. 


Francis A. Hadley, manufacturers’ agent with head- 
quarters at the Woolworth building, New York City, 
will make a pleasure trip to Miami, Fla., to visit a friend 
who has an orange grove. 1924 was a banner year 
for Mr. Hadley, and he is very optimistic about the year 
of 1925. 


John Gaillard has resigned as a staff engineer of the 
American Engineering Standards Committee and will 
take charge-of the technical standardization work for the 
various plants of the American Radiator Company. §. J. 
Koshkin, formerly associate editor of the “American 
Machinist,” and previous to that on the editorial staff 
of the “Iron Age,” will take Mr. Gaillard’s place at the 
A. B. 8. C. 


New Trade £iterature 


“Kalamazoo” Water Supply Systems 
In a recently issued envelope stuffer, the National 
Water Lift Co., of Kalamazoo, Mich., describes the “Kala- 
mazoo” water supply system, and calls attention to the 
cast bronze water end and other features of this system. 
Two illustrations and a table showing capacity of pump, 
maximum vertical lift, etc., are contained in this leaflet. 


Illinois Malleable Iron Co.’s Catalog 
Illinois Malleable Iron Co., of Chicago, has just issued 
Catalog J-1925, containing 130 pages, 6 by 9 inches in 
size, printed on highly glazed paper, and bound in & 
substantial red cloth cover. Screwed and flanged mal- 
leable and cast iron pipe fittings, iron body gate valves, 
brass valves, house heating boilers, tank heaters, etc., are 
listed. Many diagrams and illustrations, and a compre 
hensive index add to the usefulness of this catalog. Views 
of the company’s plants are also included. 
R-K Temperature Control Regulators 
A series of twenty blue prints is contained in & 
pamphlet recently issued by Ruggles-Klingemann Mfg. 
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Company, of Boston, Mass. Applications of R-K tem- 
perature and pressure: control regulators, chronometer 
valves, etc., are shown in these diagrams. Among the 
subjects illustrated are: R-K graduated step-action com- 
pensating type temperature control as applied to regulat- 
ing temperature of large tanks, heaters, etc.; compen- 
gating pressure control regulator used to control turbine 
driven feed pump, ete. 
Specialties for Vacuum and Vapor Heating 

Specialties for vacuum and vapor heating are described 
and illustrated in a booklet recently issued by W. D. 
Cashin Company, of Boston. This company’s packless 
lever handle inlet valve, vent trap, No. 1 and No. 2 return 
traps, blast traps, and radiator and drip traps are shown 
in cross section views, accompanied by lists of dimensions 
and capacities. 

G-R Instantaneous Heater 

A new information leaflet has just been issued by The 
Griscom-Russell Co., of New York City. The leaflet con- 
cisely outlines the applications and construction specifi- 
cations of the G-R instantaneous heater for supplying hot 
water for boiler feed, heating systems, industrial pro- 
cesses, etc, 

“Star-Dee” Rust Preventor 

The Detroit Range Boiler & Steel Barrel Co., of De- 
troit, has issued a circular telling of its “Star-Dee’’ rust 
preventor. This folder is designed for use as an envelope 
stuffer, and contains several illustrations showing the 
comfort of having clean, hot water instead of a rust- 
stained water supply. The folder also gives a descrip- 
tion of the rust preventor, which is a steel tank con- 
nected to the hot water line, and containing a screen 
receptacle filled with ‘‘Rusticon,’’ a chemical compound 
making possible the elimination of rusty water. 


Kewanee Boiler Company’s Catalog 

The Kewanee Boiler Company, of Kewanee, IIl., has 
just issued its Catalog No. 80, containing data and specifi- 
cations on firebox boilers. Riveted steel horizontal return 
tubular boilers, water heating garbage burners, water 
heaters, air receivers and cast iron radiators are among 
the articles listed. The catalog, which is of the stand- 
ardized size, contains many setting measurements, 
diagrams and illustrations. 

Maddock Vitreous China Fixtures 

“A Bookful of Helps in Selling Maddock Vitreous China 
Fixtures” is the title of a sixteen-page portfolio, 9 by 11 
inches in size, which has just been issued by Thomas 
Maddock’s Sons Company, of Trenton, N. J. This port- 
folio illustrates the various phases of the company’s ad- 
vertising for this year, and contains illustrations of 
advertising and sales helps prepared for free distribution 
to dealers, 

American Brass Company's Folder 

The American Brass Company, of Waterbury, Conn., 
has issued a folder 10 by 13 inches in size, giving points 
of interest about Anaconda brass pipe, and about the 
company’s national advertising campaign. The folder 
also shows several pictures of residences in which this 
Pipe is installed. 

“Old Homes Made New” 

The “American Lumberman,” 431 South Dearborn 
street, Chicago, has done a piece of constructive work 
that is unique and extremely practical. It has issued a 
— called “Old Homes for New.” This book con- 
ead humber of photographs of old types of frame 
disse, Then, bound into the book so that each falls 
me y over the photograph to which it refers, is another 
non oa cut out in outline, which, when placed on 
dunt e Photograph of the old type of home, shows 

arly how beautiful it could be made with a few changes 
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These Radiator Valves Have 
a Forged Brass Tail Nut 


When making an installation which 
places a great deal of stress on the 
tail-nut of the radiator valve, must 
you worry about the nut cracking or 
giving away? Not if you are using 
Commonwealth-Lavigne Radiator 
Valves. 


These valves are equipped with a tail- 
nut made of forged brass, which will 
not crack nor break—a nut twice as 
strong as the ordinary casting. 


This feature represents a big saving in 
time and labor to the steamfitter. The 
correct design of Commonwealth-La- 
vigne Radiator Valves, their pleasing 
appearance and perfect operation in- 
sure you a satisfied customer, as well. 
Your jobber.can supply you. 


COMMONWEALTH BRASS CORPORATION 


Detroit, Michigan 


.\ | la __\ 
[COMMONWEALTH] 
W BNI 
RADIATOR VALVES 
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and additions. It will be a splendid help to builders 
in communities where there are a number of old homes 
which need remodeling. It may be obtained from the 
above publication for 50 cents, postpaid. 
Safety First Calendar 
An attractive calendar, 11 by 19 inches in size, is 
being distributed by the Wheeling Steel Corporation, of 
Wheeling, W. Va. The calendar is artistically deco- 
rated in blue and gold and contains a sheet for each 
month. The pictures shown on the twelve sheets are the 
results of a Safety First Poster Contest among the 
children of the workers of the Wheeling Steel Corpora- 
tion. 

















February 25, 1905 
Central Supply Association Meets in Chicago.—The 
Central Supply Association held its regular quarterly 
meeting at the Auditorium Hotel in Chicago on Wednes- 
day, February 22. 


Ohio Master Plumbers Hold Convention.—The four- 


teenth annual convention of the Ohio State Association 
of Master Plumbers was held on Tuesday and Wednesday 
of this week at Canton. 


The official welcome was given 
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by the mayor in person, and President A. C. Bynon, of 
the Canton Association, and President H. P. Cahill, of 
the state association, responded. The past year hag 
witnessed an unprecedented growth in the membership 
of the State Association, and the present membership 
now totals 512. W. E. Girkins, of Toledo, was electeq 
president for the ensuing year. 


Pierce, Butler & Pierce Manufacturing Company En. 
larges Offices.—The Pierce, Butler & Pierce Manufactur- 
ing Company, of Syracuse, N. Y., is making marked 
changes in its offices and showrooms, and expects to have 
twice as much space as before. Four model bathrooms 
and a kitchen will be on display. 


Impcrial Brass Manufacturing Company Organized.— 
The Imperial Brass Manufacturing Company, of Chicago, 
has been organized to manufacture injectors and a gen- 
eral line of brass goods. 


New York Association Holds Annual Meeting.—The 
annual meeting of the Greater New York Association of 
Master Plumbers was held at the association rooms on 
February 17. Officers were elected for the ensuing year, 
Andrew H. Brown, of Manhattan, was chosen as president. 


Passaic Master Plumbers Have ‘Ladies’ Night.”—The 
first of a ‘‘Iadies’ Night Series’’ was given by the Master 
Plumbers’ Association, of Passaic, N. J., on February 17, 
in the Young Men’s Christian Association building. Stere- 
opticon pictures of past national conventions were ex- 
hibited. 


West Hudson Master Plumbers’ Banquet.—tThe third 
annual banquet of the Master Plumbers’ Association of 
West Hudson was held at Schuler’s Arlington House, 
Arlington, N. J., on February 16. The banquet was fol- 
lowed by a vaudeville program. 
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price of the fittings themselves. 
























Our,Colonial Line of }genuinezZporcelain enameled bathroom trimmings, displayed on 
the board illustrated above, supplies the demand for the best in surface type Srenaneinge. 
This board is furnished to plumbing contractors without extra charge beyond the 


We make a complete line of surface and inset type trimmings, medicine 
cabinets and mirrors. 


AMERICAN ENAMELED PRODUCTS CO. 


TRIMMINGS 


The soap dish, towel bar, 
tumbler holder and other 
bathroom trimmings get 
just as much use and 
abuse as the larger fix- 
tures and should be just 
as durable and sanitary. 
Why not complete the 
job and get the addi- 
tional profit that is right- 
fully yours? 








Catalog on request. 


CHICAGO, ILL. 




















CHICAGO 


Although this has been another week of little buy- 


ing, confidence in business is undiminished. Jobbers 
continue releasing shipments against specifications and 
building up their stocks in the faith that spring build- 
ing operations will assure a satisfactory turnover. Man- 
ufacturers of most commodities can go along for some 
time yet with no new buying needs to keep them in 
production. Master plumbers and heating contractors 
have enough work signed to enable them to get off to 
a good start when the building season opens and are 
confident of a steady flow of contracts for some time 
thereafter. 

Building operations that | are attracting the most at- 
tention in Chicago right now are large work, which, 
of course, cannot be shared by many contractors. Just 
recently several large projects, which have been in a 
tentative state, have definitely come into the market 
for finished steel; and Chicago’s loop shows a big build- 
ing in the process of construction in practically every 
square block. However, building permits, by their num- 
ber, indicate that plumbing and heating work will be 
well distributed over all classes of building, and it may 
be that the prediction that this will be a $5,000,000,000 
building year in Chicago is well founded. 

Reports would indicate that business in lines which 
influence plumbing and heating is stronger in the Chi- 
cago district than elsewhere. While the contraction 
of new buying appears to be general in industry, steel 
production, for instance, is keeping operations at Chi- 
cago practically 100 per cent, while it is slowing down 
in other territories. Specifications against contracts are 
being received in excess of shipments. 

Prices of plumbing and heating products have been 
well established since the first of the year, and there is 
a steadiness to the market which is assuring to the 
buyer. Jobbers’ prices are stiffening to an extent that 
will make profits more commensurate with volume than 
they were last year. 


Steel Pipe 
Most jobbers are adequately stocked with steel pipe 
and demand on the mills is for what replacement require- 
ments are necessary in the face of a light demand from 
the master Plumber and heating contractor. It is said 
that in some mills stocks of buttweld pipe are piling up 
im the face of slow buying from the jobber. Deliveries 
ny the mills are fairly prompt, averaging from two 

Tee Weeks. Prices are firm and unchanged. 

Soil Pipe 
While jobbers are taking into stock a considerable 
ia of soil pipe and though consumption needs con- 
walZ_" there is still a good pressure on makers for 
the “ag gga orders. This is due to an extent to 
roc at some jobbers’ needs now appear greater 
her anticipated and to the fact that there is an 
€ amount of forward buying by the master 
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plumber. There are no surplus stocks at foundries and 
pipe is going from production operations to cars for 
shipment as fast as it can be turned out. Makers’ book- 
ings are still sufficient to maintain operations for a 
considerable period. At the same time, it is now a ques- 
tion whether the jobber will again be in the market 
before foundries have cleaned up present orders. Prices 
are unchanged. 
Wrought Iron Pipe 

,Jobbers still seem to be waiting for the stimulation 
that spring building activity will bring before specifying 
heavily and, in the meantime, placing very conservative 
replacement orders. Shipments from the mills are prompt. 
Prices are firm and unchanged. 

Enameled Ware 

Demand for enameled ware runs fairly steady, many 
jobbers apparently finding their commitments conserva- 
tive in the face of optimistic prospects. Jobbers’ stocks as 
a whole, however, are fairly complete and well assorted 
for present needs, and their specifications are reading 
about 60 days ahead. Makers have deliveries well in 
hand, one to three weeks being the average time neces- 
sary. Prices are firm and unchanged. 

Pottery 

New buying continues light, with specifications against 
old orders still sufficient for jobbers’ requirements until 
well into the building season. Jobbers’ stocks at this 
time are quite complete, though, at the same time, 
some potteries report an active pressure for deliveries 
against specifications, which are somewhat delayed. De- 
mand from the master plumber is quiet for actual con- 
sumption, with some buying ahead as spring require- 
ments draw near. Market prices have not changed. 

Range Boilers 

Demand for range boilers continues quiet. Jobbers’ 
stocks are generally complete and well assorted and 
shipments against specifications are falling off in many 
cases. Pick-up business at local factory warehouses is 
slack, with demand from the master plumber indifferent. 
Prices are unchanged. 

Plumbers’ Brass Goods 

Jobbers’ brass goods requirements are generally well 
taken care of, with present stocks quite adequate and 
specifications running as far ahead as July in many in- 
stances. Factories are at capacity production with fairly 
heavy bookings and deliveries of some items of both 
tubular and cast brass goods are deferred. Prices of 
many manufacturers of tubular brass goods have advanced 
since present bookings have been placed, but little new 
business has been offered on the new market. Prices of 
cast brass goods have firmed. One large manufacturer 
has just issued. a new. sheet to apply to plate numbers 
in its new catalog, but it carries no change in prices. 


Boilers and Radiators 
Heating contractors, with the exception of the large 
operators, are generally quiet, with little new work 
started as yet and comparatively mild weather making 
repair business light. Journeymen are easily found when 
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the need for them arises. Makers of boilers and radia- 
tors report good bookings for future delivery, with pres- 
ent demand for shipments light. Factory stocks are 
complete and deliveries are prompt. Prices are un- 
changed. 
Soil Pipe Chart 

The accompanying chart shows the trend of prices of 
soil pipe for 1922, 1923 and 1924. There is nothing 
like a record of happenings over a period of several 
years to indicate what may be expected in the future. 
This chart gives the rise and fall of prices, and there are 
quite a few to give. Prices throughout 1924 were gen- 
erally lower than during the two preceding years; but, 
though lower, had practically the same number of fluctua- 
tions. If conditions are to remain the same, it looks 
as if six or seven price changes may be expected every 
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which they bought as the basis when quoting the Hg 
tractor. 
: Steel Pipe 

Demand is about holding the level that was maintained 
during the earlier part of the month. Deliveries are 
satisfactorily prompt. Jobbers’ stocks generally are am. 
ple for all requirements. Mill prices, in the meantime, 
are steadily firm. 

Wrought Iron Pipe 

Although demand continues steady, the total tonnage 
sold by either manufacturers or jobbers is small. Prices 
in general are unchanged. Deliveries are good, 

Enameled Ware 

Demand is better for the higher-priced fixtures than 
for staple ware, manufacturers report. Many jobbers 
are buying rather heavily for future requirements, but 


Soil Pipe Chart 
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year. When they are to come and in what direction they 
are to go are uncertainties that add figures to the cost 
of doing business. 


NEW YORK 


Jobbers appear to be enjoying a better business than 
they were a week ago, and this is considered a fore- 
runner of excellent business when spring building gets 
under way. 

Signs of spring are in the air all about the territory, 
and plans are being made by builders to get their work 
started in the very near future. While this has not yet 
resulted in jobbers moving much of their stocks, there 
has been a demand from the master plumber and the 
heating contractor much in excess of that of the first 
two weeks of February. 

Several manufacturers who have in the past been re- 
porting that the wholesalers were asking that orders be 
held up, now say that this condition is practically over- 
come. 

Soil Pipe 

Although demand is still slow, there are fewer in- 
stances of held-up specifications reported. Makers’ prices 
remain unchanged, with only isolated evidences of price 
shading. Some jobbers, however, still have pipe bought 
at the low level, and are inclined to use the price at 


1923 


/G24 


there are still many who are conservative in their call 
for future needs. Deliveries have slowed up a little dur- 
ing the last few weeks but can still be said to be reason- 
ably prompt. 
Pottery 

Jobbers’ business in pottery has not improved mate- 
rially, and this is slowing down demand on the manu- 
facturer. Sales for future use are still good, however. 
Prices are unchanged. Jobbers’ stocks are in fairly good 
condition. 


Range Boilers 
Prices continue firm. Demand is naturally, at this 
period of the year, light. Jobbers’ stocks appear ample 
for all present requirements. Deliveries are excellent. 
Plumbers’ Brass Goods 
Tubular brass goods salesmen report little change from 
a week ago. Prices are fairly firm. Cast brass manu 
facturers are enjoying a fairly good demand, with 4 
firming of prices going on. Jobbers’ stocks, while good, 
are still too low in many instances for safety, and make 
necessary an occasional demand for shipments to be 
delivered in a hurry. 
Boilers and Radiators 
One manufacturing company reports a business in & 
cess of that of a year ago. Demand is mainly for future 
needs, however. Deliveries are prompt. Prices are ul: 
changed. 








, 1925 
» 
> COn- 


ained 
S are 
2 am- 
time, 


nnage 
Prices 


than 
bbers 
’ but 








call 
dur- 
son- 


vate- 
anu- 
over. 
Z00d 


this 
nple 
t. 


rom 
h a 
ood, 


ake 
be 


ture 


February 28, 1925 


PHILADELPHIA 


The suburban territory just now appears to be in better 
condition than Philadelphia proper, where jobbers are 
still reporting a dearth of demand. The improvement is 
particularly noted in- the southern district, where weather 
has not been so unfavorable. 

The District of Columbia is an exception to this, how- 
ever. Although approximately three and a half millions 
of dollars in building permits were noted in January, 
the threatened passage of a new rent law has paralyzed 
building temporarily. It has been reported than one 
big New York City loan concern is refusing to place 
loans until Congress has acted on this measure. 

Soil Pipe 

Enough jobbers here stocked heavily when the market 
was advancing last fall to keep the demand on the maker 
spotty now. ‘Their sales, too, have been light. Prices 
continue fairly firm. Deliveries are good. 

Steel Pipe 

Current demand is not heavy, but fairly steady. Mill 
prices are steadily firm, and there has béen a strengthen- 
ing in prices to the contractor. Deliveries are reasonably 
prompt. 

Wrought Iron Pipe 

There is little change noted in this commodity, de- 
mand generally continuing slack, with reasonably firm 
jobbers’ prices and firm mill figures. Deliveries are ex- 
cellent. 

Enameled Ware 

Jobbers state that the demand for enameled ware has 
been brisk, with the better grade of ware getting the 
most attention. Prices are firm. Deliveries can be made 
in good time. 

Pottery 

One manufacturer’s representative states that his firm 
is receiving enough business to have trouble filling the 
orders. The bulk of the demand, however, is for future 
needs. Prices generally are firm. 

Range Boilers 

Neither the manufacturer nor the jobber is receiving 

much demand. Prices are steady. Deliveries prompt. 
Plumbers’ Brass Goods 

An optimistic tone is shared by manufacturers of cast 
and tubular brass goods. Demand for both shows im- 
provement. Prices are firmer. 

Boilers and Radiators 

Present needs for boilers and radiators are light, but 
advance bookings by the manufacturers are fairly good. 
There has been no change in prices. 


NEW ENGLAND 


Business is moving along smoothly, but before a good 
resumption of buying is seen actual consumption of pres- 
ent stock must make necessary replacement material. 
Practically all of the jobbers have entered orders with 
the manufacturers for their stocks and these shipments 
are being released, resulting in assembling of ample 
ap jm warehouses. At the same time demand from 
: hg seems to be limited to actual needs rather than 

ure requirements. This is not a situation that cre- 
oe a feeling of anxiety as it is simply a seasonal con- 
on that is sure to pass away with the return of warm 
Weather, 
cee plumbers continue to find enough work on 
ion Pa 8 es keep them busy. Contractors are figur- 
ee <n et projects and have already tied up many 
pak hes acts for the near future. Manufacturers have 
ness ahead, most of the orders having been 
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4h. p. Century Repulsion-Start 
Induction Single-Phase Motors 


“They Keep a-Running’ 


QUIETLY 


The brushes of Century Repulsion-Start In- 
duction Single-Phase Motors are in contact 
with the commutator only during the period 
of starting. In many classes of service this 
means that the brushes ride the commutator 
only 1/900th of the time the motor is running. 
Quiet operation—no brush-friction noises, 
squeaks, sparking or chattering. 


All iron and steel entering the motor assembly 
is liberally proportioned. Quiet operation— 
no electrical hum. 


The “natural period of vibration” of these 
motors has been kept unusually low. Quiet 
operation—no induced or transmitted vibra- 
tional noises. 


Every Century Type RS motor armature is 
given a very accurate dynamic or “running” 
balance test, during which mechanical vibra- 
tion is eliminated. Quiet operation. 


Because of these Century “quiet” features, 
these motors are widely used for organ blowers, 
household refrigerating systems, oil burners, 
house pumps and similar service where con- 
tinuous and quiet operation is essential. 


Built in all standard sizes from % to 40 h.p. 
Temperature rise not more than 40 degrees 
Centigrade. 


Send for Bulletin No. 29 


In Bulletin No. 29 you will find a complete outline of 
the superior characteristics of Century Type RS 
Motors. Send for your copy today. 


CENTURY ELECTRIC COMPANY 
1827 Pine St. St. Louis, Mo. 


29 Stock Points in the United States 
and More Than 50 Outside Thereof 











to 40H. P. 
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Heating 
Systems 


More business for you 


The Red Top Relief Valve, Model No. 2, is the basis of an 
efficient tank-in-basement, closed hot water heating system, 
which will enable you to more than meet competition. 

The Red Top is safe. It’s the only valve for the purpose 
approved by the Underwriters’ Laboratories, Inc., and it 
is also approved by State and municipal bureaus of water 
and boiler inspection. 


NEPTUNE METER COMPANY 
50 EAST 42nd STREET, NEW YORK, N. Y. 
Branch Offices in Principal Cities 


Ked fop Kelie? Valve 











HERE IT IS! 


A SINGLE PIPE 
VAPOR SYSTEM 








Simple to Install 
—Any steam fitter can put 
in this system. 


LOW IN COST 


Does the Work 
—We have the successful 
installations to prove it. 





Descriptive matter sent on request 


GORTON & LIDGERWOOD Co. 
96 Liberty Street, New York 


c. W. = 273 Congress St., Boston, 
H. M.G MAN, 513 N. 21st St., ” Birmingham, 
me sigs BLISS, Jr. -» Rialto Bidg., San Francisco, ~— 
.M rags, No. Clark St., Gio, It. 
J. E. PERKINS So. U3 E. Franklin St., Bal pas. 
— 505 No. Haskell Ave., Dall 
TOORAKALS. 325 Ellicott Sq., Buffalo, N.Y. . 
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placed during the latter part of last year. Labor j, 
enjoying high wages; prices as a whole are firm, and 
all indications point to a steady market with good ae. 
tivity for. several months to come. 

Collections are slow and have been for some time 
past, but a slight improvement has been noted within 
the last two weeks. Banks have made many loans, g 
fact which has helped to remedy these conditions anq 
brighter prospects loom ahead. A busy and prosperous 
business condition should prevail if contractors and job. 
bers will remember the unhappy conditions existing last 
year when a good volume of business was done at prac- 
tically no profit, due to the reckless price-cutting cam. 
paign that was waged to the detriment of general busi- 
ness success. 

Soil Pipe 

Stocks in hands of jobbers are large and incoming 
shipments are building them still higher. Demand from 
the trade is spasmodic, good today and quiet tomorrow, 
and not of enough volume to cut down to any extent 
the large stocks in jobbers’ warehouses. Foundries still 
have good business ahead with production being ab- 
sorbed constantly. Prices are still firm. 

Steel Pipe 

Prices are unchanged. Stocks in hands of jobbers 
are ample and well assorted for all demand, which is 
light at present. Mills have built up stocks to such 
an extent that all orders released are being shipped 
promptly. 

Wrought Iron Pipe 

Prices are firm. Jobbers’ stocks are ample for all 
requirements. Mills are booking some business but no 
heavy buying is reported by the manufacturers at present. 
Shipments coming from mills are now being made 
promptly. 

Enameled Ware 

No price change by the jobber, although one of the 
manufacturers, in a recent selling arrangement, has 
made a special quantity purchase allowance to jobbers 
who consume a sufficient quantity. Prices in general 
have not changed, however. The demand on the jobber 
holds up fairly well. Stocks in hands of jobbers and 
manufacturers, together with goods in transit, assure 4 
plentiful supply when activity is resumed. 

Plumbers’ Brass Goods 

Prices continue to show strength. Little buying by 
the jobber is in evidence, since practically all entered 
their orders during the latter part of last year for both 
cast and tubular brass goods. A good movement of 
this commodity to the master plumber is reported, how- 
ever, due to the “drives” that many of the jobbers have 
been making. 

Pottery 

Prices are unchanged.. Jobbers’ stocks are in good 
shape both as to quantity and assortment. Demand 
from the trade is fair. Manufacturers have good busi- 
ness ahead and are making frequent shipments from the 
potteries against old orders which are so spaced as to 
insure steady factory production for at least the next 
two months. 

Range Boilers . 

Very little buying is reported. Jobbers’ stocks aré 
well assorted and, with the slight demand, there has 
been no occasion to release much of the material on 
old orders. Prices remain unchanged. 

Boilers and Radiators 

A fair demand is reported, with good buying for fu- 
ture shipment on the books. Future activity seems to 
be assured and many new projects are being figured 00 
future jobs. 
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PACIFIC COAST 


February business, so far, is holding up to expecta- 
tions, and while it does not indicate a boom, it does 
indicate that the trade generally may expect a good sub- 
stantial demand for all classes of material. 

Jobbers’ prices to the trade, particularly in California 
jobbing centers, are still at a low point and many prod- 
ucts are being sold at practically actual cost. How long 
this condition will prevail, no one seems to know, but 
there are indications that the jobbing fraternity is com- 
mencing to realize that this procedure cannot last for- 
ever and an early return to the sound business principles 
of selling merchandise at a fair profit is the hope of all 
concerned. 

Soil Pipe 

The demand for this commodity, as a whole, remains 
good. Most jobbers’ stocks are now in fair shape and 
considerable tonnage is still enroute from foundries. 

Steel Pipe 

The total volume of sales of steel pipe is good. Most 
distributors have ample stocks and no difficulty is expe- 
rienced in receiving prompt deliveries from the mills. 

Enameled Ware 

The demand for enameled ware is about the same as 
for last week; that is, good. Jobbers’ stocks are in fair 
shape and able to take care of present requirements. 

Pottery , 

The demand for this commodity is fair, and seems to 
be increasing. Jobbers’ stocks are in good shape and 
very little, if any, difficulty is experienced in getting 
prompt deliveries from factories. 

Plumbers’ Brass Goods 

This commodity, as a whole, is selling very well. Con- 
siderable energy is being displayed by both jobbers and 
manufacturers in selling this material and from all re- 
ports, sales have been very good. Prices vary in accord- 
ance with the quality and quantity of material sold. 

Range Boilers 

Considering the period of the year, this product is 
moving well. Jobbers’ stocks, in most instances, are 
ample for present requirements and no difficulty is ex- 
perienced in securing prompt shipment from factories. 


The Metal Market 


Feb. Average Average Average 
24 Jan., 1925 Nov., 1924 1923 


PIG IRON— 
No. 2 Foundry, Chicago, 
ae $24.00 $23.80 $21.00 $28.72 
PLATES AND SHEETS— 
Steel boiler Plates, Pitts- 
burgh, per Ib........ 2.10¢ 2.00¢ 1.85¢ 2.18¢ 
Blue annealed sheets, 
Pittsburgh, per Ib.... 2.70¢ 2.70¢ 2.60¢ 2.50¢ 
Black sheets, Pittsburgh, 
nd OEE eee 3.50¢ 3.55¢ 3.45¢ 3.75¢ 
Galvanized sheets, Pitts- 
burgh, per Ib........ 4.75¢ 4.75¢ 4.60¢ 4.32¢ 
TIN— 
Straits tin ..........,., 57 %c 12.71¢ 
COPPER — 
Prime Lake, f., 0. b. re- 
— Sa Sines Gino cakes 14 %c 14.96¢ 
lectro, delivered ...., 14 %e 14.61¢ 
LEAD— 
Chicago ............... 9.05¢ 7.35¢ 
The Old Metal Market 
Dealers’ Buying Prices 
Per lb. Per lb 
Al 
alae clippings....16 ¢ | Copper, light ......... 8c 
ye 36 ¢ Copper, uncrucibled 
re 6 ¢ WOE Kc kao neenes ake 10 c¢ 
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MAGAZINE FEED 


WATER HEATERS 





Interior View 


Magazine can not burn out. No explosion of 
gases from overheated magazine. The coal is 
burned on the grate and not in the magazine. 


HERBERT BOILER COMPANY 
ROOT AND LA SALLE STS. CHICAGO, ILL. 
J. T. Blyth, 100 Standard Bank Bidg., OTTAWA, ONTARIO 








Automatic 
Cellar 
Drainer 


Just around the corner— 


from your shop, there are many potential customers for 
Penberthy Automatic Cellar Drainers, who could be 
easily sold on their need for one if you explain to them 
just what the Penberthy is and does. 


Surplus water in basements, boiler, elevator, and scale 
pits is an expensive nuisance that can be easily eliminated 
to your and your customer's profit. 


Your dealer can supply you. 
Penberthy Injector Company 
Established 1866 


1244 Holden Avenue Detroit, Michigan 
Canadian Plant, Windsor, Ont. 


us 
PRODUCTS 





REG.U.8.PAT.OFF. 




















They’re your valves 
to many people 


Let yourself be represented by 
valves made for the maximum 
service, not merely the aver- 
age. Let your valves be Jen- 
kins Valves. 


The Jenkins Diamond mark 
stands for valves well made 
from the best metals, and 
tested under severe conditions 
to allow 4 wide margin of 
safety. 

Genuine Jenkins Valves are 
supplied in all types, but only 
one quality—the highest. At 
supply houses everywhere. 
Sectional View, Fig. 370, 
Screwed, Standard Bronze 


Gate Valoe 


JENKINS BROS. 
80 White Street....... New York, N. Y. 
524 Atlantic Avenue...... ton, Mass. 
133 No. Seventh Street. Philadelphia, Pa. 
646 Washington Boulevard. .Chicago, Il 


JENKINS BROS., LIMITED 
















YORK 


HEATER 





tion and service. 


sizes and 


types. 











standards. 


ABENDROTH 


Established 1840 
Port Chester 









DOMESTIC 





Montreal, Canada London, England 
Always marked with the"Diamond" 





Steam--Vapor--Hot Water 


That these heaters are 
backed by 85 years 
experience is a sincere 
guarantee of satisfac- 


Made in all popular 
in both 
round and square 


Rated conservatively 
and constructed ac- 
cording to A.S. M.E. 


BROTHERS 


New York 
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Brass, heavy mixed.... 7 c¢ 
Brass, red Lead, heavy ...,.,,,, 
Copper, crucible Solder joints isc 5% 
NOTE: Prices are those quoted on Tuesday of this week 


Faucets and valves... 


ee ee ed 








BUFFALO MASTER PLUMBERS’ ANNUAL MEETING 


The annual meeting of the Master Plumbers’ Associa. 
tion of Buffalo, N. Y., was held Wednesday evening, 
February 11. A greater part of the regular order of 
business was dispensed with in order to carry out the 
program arranged for this meeting. Reports of Officers 
were read as well as reports of committees, followed by 
election of officers as follows: George W. Frank, re- 
elected president; Carl L. Johndahl, re-elected vice-pregi- 
dent; Henry J. Ritter, re-elected secretary; William 
Dechert, re-elected treasurer; George H. Drake has been 
re-elected on the board of directors. The new directors 
are Edward C. Ruchte and Thomas J. Kavany. 

Three directors are elected each year for a period of 
two years. The number of officers which constitutes the 
entire board is eleven. 

Officers elected were installed by Past President William 
E. Shaddock. After adjournment a boxing match took 
place, which was somewhat out of the ordinary run of 
entertainment, but all were well pleased with the peppy 
bouts which took place. 





NEW PLUMBING ORDINANCE IN LITTLE ROCK 


An ordinance creating the office of the chief plumb- 
ing inspector and providing rules and regulations for 
the installation of plumbing in the city of Little Rock, 
Ark., has been passed by the council there. The in- 
spector will be appointed by the mayor and approved 
by the city council. His term of office will be two years. 
No person shall be appointed to the office who has not 
worked as a journeyman for a period of five years and 
he must be a citizen and actual. resident of Little Rock. 
He will have to give bond of $500 to the city. There 
are 27 sections to that part of the ordinance which 
deals with the rules and regulations governing the in- 
stallation of plumbing. 





S 


The city of Richmond, Calif., of which A. C. Faris is 
city clerk, is taking bids on construction of a natatorium 
to include a swimming pool, 60 x 160 ft., and a children’s 
pool, 15x60 ft., the children’s pool to range from 1 to 3 
ft. deep, and adult pool from 3 to 9 ft. deep. Both are 
tile lined. 


Obituary 


James Bagley, Sr. 

James Bagley, Sr., for many years engaged in the 
plumbing business in Philadelphia, died Monday, Feb- 
ruary 16, at his residence, 710 West Atlantic street, in 
that city. Mr. Bagley’s establishment is located at 750 
South Fifty-eighth street, and he was a highly esteemed 
member of the Philadelphia Master Plumbers’ Associa- 
tion. 











William Scott 

William Scott, a master plumber of Oelwein, Iowa, 
recently at his home in that city. Mr. Scott, who was a prom- 
inent figure at all state conventions of the Iowa Master 
| Plumbers’ Association for many years, was born in Dun- 
| dee, Il]., December 15, 1858. He operated a plumbing 
| shop in Charles City, Iowa, for 20 years, later moving 
| to Oelwein where he was in the plumbing business for 


died 


the last 21 years. 
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BOSTON MASTER PLUMBERS’ BALL 


The grand ball, held by the Master Plumbers’ Associa- 
tion of Boston and Vicinity, Inc., on Wednesday evening, 
February 18, in the ballroom of Convention Hall, Boston, 
Mass. has added another brilliant score to numerous 
social successes that have been given by the craftsmen 
of the New England metropolis. 

During the opening musical concert, which was superb, 
more than 250 gathered for an evening of dancing and 
entertainment. The latter, in the form of vaudeville 
numbers, presented by a professional troupe of artists, 
interspersed the dances. 

During an intermission, a most delicious buffet supper 
was served by a caterer. Refreshed, dancing was resumed 
as was the entertainment. 

James G. Gillespie, president of the local organiza- 
tion, put forth tremendous efforts to insure this affair 
as one of lasting memory. Mr. Gillespie was aided by 
R. C. Van Amringe, secretary, and ‘an active committee, 
among whom were A. F. Curtin, Jr., C. J. Donoghue, 
P, W. Donoghue, J. J. Downey, H. E. Eickel, W. L. 
Hanson, L. H. Jacobs, E. P. Long, P. A. Lang, C. A. 
Perham, J. Preston Perham, W. C. Perham, H. L. Ross, 
Jr., and G. P. Sennott. 

A generous sprinkling of manufacturers, jobbers, 
manufacturers’ representatives, and others affiliated with 
the industry, were present. 





NEW YORK CHAPTER, A. 8S. H. & V. E. 


Unit heating systems versus direct radiation or central 
heating systems was the subject at the regular monthly 
dinner meeting of the New York Chapter of the Ameri- 
can Society of Heating and Ventilating Engineers, held 
at the Building Trades Club, New York City, Monday eve- 
ning, February 16. There were 106 members present, 
the largest meeting in the history of the chapter. 

F. R. Still, past national president of the Society, acted 
a8 chairman of the meeting in the absence of President 
Olvany, who is vacationing in Florida. Chairman Still 
called upon the new national first vice-president, W. H. 
Driscoll, who had good news for the Chapter, reading a 
telegram from the Kewanee Boiler Co., Kewanee, II1., 
donating $1,000 a year for five years toward the ‘research 
fund of the national Society. Then, after Past National 
President Homer Addams had greeted his colleagues, the 
chairman announced that the principal speaker of the 
evening was unable to be present because of illness. In 
his stead his representative, F. H. Homan, of the Phila- 
delphia branch of the Herman Nelson Corporation, Moline, 
oe briefly of how the air mail had failed to get the 
‘ 8 and the prepared talk of his superior through to 
€w York in time for the meeting. 
wa of Atlantic City, N. J., had agreed to help 
‘in € discussion and told of the research done by his 

pany, which had made possible the use of alternating 
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current motors in the unit ventilators. He was followed 
by N. J. Callahan, president of the Peerless Unit Ventilator 
Co., who expressed the desire to have another meeting 
devoted to this subject, at which time he would be pre- 
pared to go into a full discussion of the various plans. 

An able paper was then delivered by H. Berkeley 
Hedges, New York manager for the York Heating & Ven- 
tilating Corporation of Philadelphia, who illustrated some 
of the types and features of vertical and horizontal unit 
ventilators and explained their advantages for industrial 
purposes. Mr. Nesbitt’s talk covered more specifically 
their use in public buildings. Due to the lateness of the 
hour, only a short discussion was held, but it was agreed 
that this subject’should be taken up again in the future. 

It was announced that on March 3 the association 
would meet with the mechanical engineers’ society for a 
discussion on the use of fuel oil for power boilers. The 
regular meeting of the Chapter for March will be held on 
the fourth Monday of the month instead of the third, 
Perry West, consulting engineer of Newark, being the 
chairman, 








NEW BRITAIN ASSOCIATION RE-ELECTS OFFICERS 


The Master Plumbers’ Association, of New Britain, 
Conn., has just re-elected last year’s officers to serve 
during 1925. These officials are: President, A. A. 
Mills; vice-president, C. A. Hjerpe; treasurer, A. E. 


Weiant; secretary, O. A. Petterson. Several new members 


were added to the association. 


NEW APPRENTICE SCHOOL IN COLUMBUS, OHIO 


By way of proof that the Master Plumbers’ Association 
of Columbus, Ohio, really wanted the apprentice school 
which the board of education there will establish, the 
association has appropriated $1,200 to purchase the nec- 
essary fixtures for the class room. To start with, there 
will be five classes of twelve pupils each. 








| 
Geo. J. Dehn, president and general manager of the Compound 
Injector & Specialty Co., Chicago; Mrs. Geo. J. Dehn, and 


Geo. B. Barron, of the same company, at Illinois Master 
Plumbers’ recent convention in Springfield 
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SALT LAKE CITY ASSOCIATION RE-ELECTS 
PRESIDENT TO FOURTH TERM 


The following officers were elected at the regular 
semi-annual election of the Salt Lake City (Utah) Sani- 
tary and Heating Engineers’ Association: President, 
W. A. Bywater; vice-president, Parley G. James; secre- 
tary, Roy Spencer; treasurer, Ralph D. Evans. The new 
board of governors is composed of Pomeroy Spencer, 
chairman; W. A. Bywater, Fred F. Lecuyer, Jr., W. A. 
Baddley and Sam Tobin. 

This will be President Bywater’s fourth term as chief 
executive of the organization. He, together with Pom- 
eroy Spencer, chairman of the board, and Parley G. 
James, past chairman, were presented with signet rings 
in appreciation of their services. The presentation was 
made by Ralph D. Evans. 

An advertising campaign was outlined by Mr. Lecuyer, 
to run twenty-five weeks, one advertisement to be pub- 
lished weekly. The size of each advertisement would 
probably be twelve inches, two columns. The associa- 
tion will vote on the advisability of the campaign at 
one of its early meetings. 





Display and sales room of the Williams Hardware Co., Clarksburg, 


February 28, 1925 
> 
through this new departure of a field secretary, 

The directcrs addressed to President Klie, upon this 
occasion, an autographed resolution of thanks for his 
untiring activities upon behalf of the association, 

The board of directors consists of Walter Klie, of Smith 
& Oby Co.; Charles Seifried; Adolph Weiss, of Weiss Htg. 
& Plbg. Co.; Al Schnitzer, of Schnitzer Plbg. Co.; R. 
Spilburg, of Spilburg & Patmos; Dave Perlick, of Perlicy 
Garber Co.; L. W. Webb; M. H. Lippwian: R. Glickman, 
of the Sanitary Service Co.; and S. A. George, of Maskell. 
George Co. 


ROCHESTER MASTER PLUMBERS’ DINNER DANCE 





The Associated Master Plumbers, of Rochester, N., ., 
entertained their women folk with a dinner and dance 
at the Rochester Yacht Club. Many novel stunts were 
indulged in. State President August Ebke and State 
Secretary William Shaddock, both of Buffalo, were 
guests, and spoke briefly at the dinner. 

The principal speaker of the occasion was B. Joseph 
O’Donnell, representing the National Trade Extension 
3ureau of the Plumbing and Heating Industries, of 





| 
| 


W. Va., where delegates to West Virginia Master 


Plumbers’ recent convention were entertained 


WESTCHESTER COUNTY ASSOCIATION ELECTS 
OFFICERS 


The annual election of officers of the Master Plumb- 
ers’ and Steamfitters’ Association of Westchester County, 
N. Y., was held recently, the following being elected: 
President, A. H. Karl; first vice-president, Chas. Wilson; 
second vice-president, Adam Berle; third vice-president, 
J. B. Foster; treasurer, William Valentine; recording 
secretary, Chas. H. Ryan; financial secretary, J. B. Min- 
nerley, and sergeant-at-arms, Wm. Buehler. 





ASSOCIATED PLUMBING CONTRACTORS OF CLEVE- 
LAND RE-ELECT PRESIDENT TO 


THIRD TERM 


At the recent annual meeting of the Associated Plumb- 
ing Contractors of Cleveland, Ohio, the following officers 
were elected: President and chairman of Board of di- 
rectors, Walter Klie, re-elected to his third consecutive 
term; secretary-treasurer ,Adolph Weiss, re-elected for 
his third consecutive term; vice-president and vice-chair- 
man of Board of Directors, Charles Seifried, who is also a 
former president, having served in that capacity in 1921; 
executive secretary, Edward F. Bohm; and field secretary, 
newly created office, H. I. Weinzimmer. 

Much benefit is expected to accrue to the organization 


Evansville, Ind., who was present with Mrs. O'Donnell. 

The entertainment was in charge of Mortimer A. 
DuMond, who was assisted by an able committee. The 
officers of the Rochester Association are: President, 
Martin W. Utz: vice-president, Mortimer A. Dumond; 
secretary, Frederick E. Fladd, and treasurer, Herbert 
M. Saunders. 





BRIDGEPORT MASTER PLUMBERS ENTERTAIN 


On Tuesday evening, February 17, the members of the 
Master Plumbers’ Association of Bridgeport, Conn., held 
a banquet in the ball room of the Elks Club. Included 
in the hundred or more members and guests present were 
men from the surrounding cities who enjoyed an evening 
of speeches, vaudeville, and singing. 

W. J. Wade presided as toastmaster and, in the course 
of the evening, called on men representative of the in- 
dustry in and around Bridgeport to express their views 
with reference to business conditions. These talks in 
dicate a very active year throughout the field. Among 
those who commented were: Frank Becker, of Parsons, 
Becker Co.; Albert Hageman, Bridgeport Supply Co. 
Joseph E. Berger, secretary of the State Association; 
Robert Roch, Lindlay Kain, Chapin & Bangs; Morris 
Blackwell, Wolverine Brass Works; Messrs. Vincent, Judd 
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and Perdue, New Haven Association; Burt Stenstream, 
Central Plumbing Supply Co.; R. S. Toopey, Crane Co.; 
George Correll, J. D. Johnson, Victor Kincaid, of the 
Wellington, Kincaid Co.; F. R. Terwilliger, Thatcher Fur- 
nace Co.; H. B. Hawes, The G. Drouve Co.; John Schwartz, 
Bridgeport Building Commission; O. A. Petterson, New 
pritain Association. 

Paul De Elia, representing the mayor of Bridgeport, in 
speaking of the value of organization, stated that it was 
gatherings of this kind that brought those engaged in the 
same business closer together. 

Howard F. Bryant, president of the State Association, 
outlined briefly the results of the year’s work with regard 
to increased membership. ‘‘While the association mem- 
bership has been greatly increased, the Women’s Auxiliary 
hasn't grown with the rapidity that is desired,’ was a 
statement made by Mr. Bryant. In urging the members 
of the association to put the auxiliary movement across, 
the speaker pointed out the value of this organization in 
greatly increasing the efficiency of the Master Plumbers’ 
Association. ‘The women help us men to get away from 
that old jealous feeling,’’ was Mr. Bryant’s conclusion. 

A sextette composed of Howard Bryant, Jos. Day, Jos. 
Mongrain, Jos. Berger, Paul Place and Wm. Kirk sang, 
and Edward Hart, who is the possessor of an excellent 
bass voice, rendered ‘“‘Rocked in the Cradle of the Deep.” 

Messrs. Bryant, Mongrain, Day and Pitts made up the 
committee which arranged the banquet and entertainment. 


PHILADELPHIA M. P. ASSOCIATION’S LADIES’ NIGHT 


The Bellevue-Stratford Hotel, Philadelphia, was the 
scene of the fifteenth annual Ladies’ Night of the Phila- 
delphia Master Plumbers’ Association, on Monday eve- 
ning, February 16. At 6:30 President John A. Quinn, 
acting as toastmaster, called upon the Rev. J. G. Wilson, 
D. D., district superintendent of the Methodist Epis- 
copal church, for prayer, after which the assembly heart- 
ily joined in ‘‘America.’’ Then Toastmaster Quinn turned 
the gathering over to the Banquet Committee who fur- 
nished a splendid dinner. After the dessert, Mr. Quinn 
reviewed the preceding nights on which the association 
had entertained the women and stressed the point that 
Ladies’ Nights in any association are of an importance 
that no one should under-estimate. 

National Director Geo. F. Uber was introduced and, 
in his characteristic way, brought the greetings of the 
national office. He told of the many plans being worked 
out for the benefit of all state and local associations. 
Mr. Uber paid a splendid tribute to the ‘Women’s Aux- 
iliary of the Philadelphia association for its large increase 
in membership and the aid which it gives the men’s 
organization in all progressive movements. 

State President C. F. Troutwine, of York, Pa., thanked 
the Philadelphia association for the co-operation it has 
given him. He asked for the assistance of every mem- 
ber during the state-wide membership drive. 

Mrs. H. L. Stillwell, president of the Philadelphia 
Women’s Auxiliary, was introduced and smilingly acknowl- 
edged the applause. 

Col. W. G. Archer, of the National Trade Extension 
Bureau, told something of the work of the Women’s 
Auxiliary, not alone in Philadelphia but all over the 
country. Finally he made a plea for every master 
Plumber to become a business man in every sense of 
the word. 

Past National President D. F. Durkin was present and 
spoke a few words. 





it — the dinner, popular songs were chorused and 
ma 48 agreed that the beautiful tenor voice of the toast- 
ster harmonized perfectly in every selection. 
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M.-V. B. 


Closet Tank fittings are not the 
cheapest and are used by Manufac- 
turers who want the best. 


LOOK IN THE TANK 


Balicocks, Flush Valves, Hinges, Flush 
Levers, Etc. 


Morency-Van Buren Mfg. Co. 


Sturgis - - Michigan 








Sold only through plumbers. 
Send for dealer proposition. 


Serllot Heater Co. 


DETROIT, MICH. 














Write for 
Catalog 


Armstrong Bros. 
ADJUSTABLE 


PIPE DIES and STOCKS 


Improved Design—Cut Like Lathe Tools 
Dies are Alloy Tool Steel. Chasers are backed off making 
them easy cutting and long lasting. 


ARMSTRONG BROS. TOOL CO. 
323 N. Francisco Ave. - Chicago, U. S. A. 














Interchangeable 
DRAIN-BOARDS 


Made of selected 
ash in ten popular 
sizes. Nicely fin- 
ished and moder- 
ately priced. 


Jan Arnam Mfé. Co., 
Ft.Wayne, Indiana 
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WATER SYSTEMS | 


FOR HOMES:FARMS-PUBLIC § 


AND PRIVATE INSTITUTIONS 


Running Water—Myers Water Systems provide it for country 
and suburban residences, summer homes, farms, plantations, 
public and private institutions—small capacity hand operated 
outfits, medium and large capacity systems for operation by 
engine or motor, automatically controlled Electric House Pumps 
and Direct Water Systems—you will find a Myers of the right 
size and style for your own needs, and regardless of the Myers 
System you choose, it is guaranteed to give entire satisfaction if 
properly installed and operated. Catalog and prices to the trade. 


The F-E.MYERS & BRO.CO.Ashland Ohio. 


— ASHLAND PUMP AND HAY TOOL WORKS-— 





Another Triumph of 
‘‘Minneapolis’’ Engineers 
The New Model 77, With 7-Jewel Clock 
8-Day Thermostat. 


Far better—lower priced! Write for de- 
scription and prices. 


INNEAPOLIS 


Heat REGuLaTor Co. 


Established 1885 
2801 Fourth Ave., So. Minneapolis, Minn. 
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Scene in the Corner of the Test Department at the 


Duro Pump & Mfg. Co. - 








Dayton, Ohio 
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23 years of development is behind it— 
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THE MIXOMETER 
SPEAKMAN COMPANY 


WILMINGTON. DELAWARE 


Speakman Showers 
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At nine, the company was entertained by professiona 
vaudeville artists, although James Lyons of Ardmore 
and Geo. Hicks of Philadelphia helped the quartette ip 
“Sweet Adeline.” 

Dancing was enjoyed after ten-thirty. Mr. ang Mrs, 
Howard Weimer were the winners of the balloon dance 
and carried off a suitable prize. 

At the conclusion of the festivities, the women were 
pleasurably surprised in having a half dozen silver orange 
spoons presented to them with the best wishes of the 
men of the association. 

The committee is said to have set such a mark that 
it is wondered how succeeding committees will be able 
to shoot at it at all. 

Those at the speakers’ table were: FF. Bouder, head 
of the vocational arts department of the Board of Rdv- 
cation, and Mrs. Bouder; State President C. F. Trout- 
wine, Mrs. Troutwine and Miss Troutwine; Past National 
Treasurer Wm. McCoach and Mrs. McCoach; National 
Director Geo. F. Uber; President and Mrs. John A. Quinn; 
Col. W. G. Archer; Geo. A. Wickel, superintendent of 
distribution, Bureau of Water, and Mrs. Wickel; Rey, 
J. G. Wilson and Mrs. Wilson; “Judge” and Mrs. B, F. 
Roberts. Prominent out-of-town guests included State 
Secretary Jacob Dome and Mrs. Dome, of York; State 
Director Jas. H. Lutz, Jr., and Mrs. Lutz, of Harrisburg; 
State Director E. S. Swoyer and Mr. and Mrs. Ed. Saeger, 
of Allentown; Past State President Christian Bachofer, 
of Reading, and Mr. and Mrs. Jas. Lyons, of Ardmore. 





MASTER PLUMBERS OF THREE CONNECTICUT 
TOWNS HOLD BANQUET 

The members of the New Britain, Bristol and Meri- 
den Master Plumbers’ Associations got together recently 
and enjoyed a most sociable evening at the Hotel Bur- 
ritt, New Britain, Conn. 

During the dinner, the guests were entertained by 
vaudeville artists, after which a number of the asso- 
ciation men addressed a few remarks regarding busi- 
ness conditions. 

O. A. Petterson, Thomas Quinlavan and William R. 
Fenn made the arrangements for what proved to be a 
very pleasant evening. 





PASSAIC ASSOCIATION ENTERTAINED BY MOVIE 

The Passaic Master Plumbers’ Association, Passaic, 
N. J., was recently shown an educational movie on the 
manufacture of boilers and radiators by the American 
Radiator Company, of Buffalo, N. Y. The speakers of 
the evening were Walter F. Johnson, of American Radia- 
tor Company; Geo. S. Aldous, chairman of the educational 
committee; and J. H. Constantine, superintendent of the 
vocational training of the public schools of Passaic. 








of 
H. Glass, T. H. Kroone, L. L. Roddy, C. G. Stuckey alt 
the Dayton Pump & Mfg. Co., Dayton, Ohio, at iL 
Master Plumbers’ recent convention in Springfield, 
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Others present were members of the engineering bureau 
of the city of Passaic and of the Central Supply Com- 
pany, also of Passaic. The committee consisted of Geo. 
g, Aldous, chairman; Chas. L. Gray, Joseph Derricks and 
Abe Koolick. The event proved to be of much interest 
to the master plumbers. To accommodate the large 
crowd, the affair was held in the Passaic Y. M. C. A. 





LADIES’ NIGHT OF TRENTON ASSOCIATION 


Not every local association can boast the presence of its 
national president at its annual dinner and ball, especially 
if the association is almost a thousand miles away from 
the president’s home city. However, Trenton, N. J., mas- 
ter plumbers can lay claim to this distinction, as National 
President John J. Vogelpohl, of Cincinnati, Ohio, was 
one of the honored guests at the third annual bamquet and 
ladies’ night of the Trenton Association on the evening 
of February 11. 

Frank Fell, past president of the New Jersey State 
Association of Master Plumbers, was, as usual, picked 
as the chairman of the entertainment committee and, run- 
ning true to form, made good with a vim. His executive 
ability was seen in the fine dinner, the splendid speakers 
secured, the good music, and the inviting dance floor that 
Hildebrecht’s offered. 

After President Vogelpohl, who stopped off at Trenton 
on his way home after attending the Eastern Supply Asso- 
ciation meeting in New York that same day, had made 
a brief talk, in which he eulogized the plumbing profes- 
sion, other notables were called upon. Among these 
speakers were: Walter W. Smith, president of the Tren- 
ton association; Samuel F. Wilson, of Newark, past 
national president and national director; and New Jersey 
State President Joseph A. Durr. 
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Cc. W. Metcalf, of Oster Mfg. Co., Cleveland, Ohio; H. G. 

Thomas, of Warren Webster & Company, Camden, N. J.; 

D. M. Forgan, of American Radiator Co.; R. L. Aldrech, of 

Robbins, Gamwell & Co., Pittsfield, Mass.; A. S. Gould, sales 

manager of Oster Mfg. Co., Cleveland, Ohio, at Illinois Mas- 
ter Plumbers’ recent convention in Springfield, Il. 


Mr. Durr indulged in some day dreaming. A prophecy 
he had recently read, he stated, had caused him to wonder 
what the next 50 years held in store for the plumber. 
Among the things which he sees in the future are: The 
use of lighter metal for boilers and radiators, making them 
easier to handle; the perfection of water closets which 
will need less water for flushing; the manufacture of 
built-in bathtubs of lighter material; and the making of 
the base metal in enameled bathtubs of a rougher nature, 
so that the enamelware will cling better and not have any 
tendency to chip. 

Among the noted guests were the officers and members 
of the State Board, who attended the function after hold- 
ing a meeting of their body during the afternoon. 





A new central heating plant is under construction at 
Bend, Ore., for the public schools. 












There’s only one 
CROWN Post Vise 
—it’s Patented. 


Crown Post Vise 


Fits any post—even if it’s close to a 
wall, just so there’s space enough to pass 
the chain around the post. The chain is 
adjustable through a hole in the frame— 
you can change position of wedge to suit 
the circumstances of the job. 


Use CROWN DIES in your Stocks 


2634 North Keeler Ave. 





Just Try This 


—and you’ll never be without it again. 
It will win your everlasting friendship the: 
first day you take it on the job. For you 
can hook it up to any post anywhere in half 
a minute, and have the best vise you’ve 
ever had. And speed like that piles up a 
real saving in dollars before long. 


Order One 


Crown Die & Tool Company 


CHICAGO, ILL. 


Dandy Vise 


Today! 





CROWN No. 4. Box Stock 
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LEHIGH VALLEY PLUMBERS ENTERTAINED 


The master plumbers of the Lehigh Valley were guests 
the night of February 13 of Charles H. Kramer, city 
plumbing inspector of Allentown, Pa., where the gather- 
ing was held. A large representation from Bethlehem 
was present, inasmuch as the affair was held for a get- 
together and exchange of views because Bethlehem is 
about to adopt a plumbing code. A number of inter- 
esting addresses were heard. Some supply houses made 
known their presence with souvenirs for the guests. 
These were as follows: Thos. Maddock’s Sons Co., 
Trenton, N. J.; Raub Supply Co., Lancaster, Pa.; Key- 
stone Plumbing Supply Co.; Bethlehem Plumbing Sup- 
ply Co., and Josam Mfg. Co. 





LECTURE DATES OF THE NATIONAL TRADE 
EXTENSION BUREAU 


The following dates for lectures in Pennsylvania have 
just been announced by the National Trade Extension 
Bureau: W. G. Archer, who will talk in behalf of the 
Membership Drive and will be accompanied by State 
President C. F. Troutwine: March 2, Philadelphia; 
March 3, Altoona and’ Tyrone; March 5, Johnstown 
and Somerset; March 6, McKeesport; March 9, Pitts- 
burgh; March 10, Beaver Falls and Rochester; March 
11, New Castle; March 12, Butler; March 13, Merces 
County and Grove City; March 16, Franklin, Oil City 
and Titusville; March 17, Meadville; March 18, Erie; 
March 19, Warren; March 20, Bradford; March 23, Du- 
Bois; March 24, Renova and Lock Haven; March 25, 
Easton; March 26, Hazelton, and March 27, Allentown. 





A central heating plant is to be built on the campus of 
the Thompson Orphanage, Charlotte, N. C. 
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J. H. Fleischli, R. C. W. Olson, D. C. Lindsay, C. W. Schreiner 
and L. C, Stocking, all of Ruud Mfg. Co., Pittsburgh, Pa,, at 
Illinois Master Plumbers’ recent convention in Springfield, fl, 


CHICAGO MASTER’S HOUSE-WARMING IN NEW 
RESIDENCE 


Frank Mills, vice-president of the Murphy Plumbing 
Co., 23 East Congress street, Chicago, opened his new 
$12,000 home Saturday night, February 7, with a big 
house-warming party. He invited everybody who had 
any connection with the building of the new house, from 
the sewer-digger to the man who installed the oil burner, 
and when heads were counted, it was found that over 
seventy-five people, including wives, were there to help 
christen the home. Cards were the principal source of 
entertainment, with music and refreshments to help 
out the fun. The guests presented Mr. and Mrs. Mills 
with a beautiful chair and bridge lamp, the presentation 
speech being made by P. M. Murphy, past-president of 
the National Association of Master Plumbers. 





Plans have been completed for a 14-story and basement 
club house for the Pacific Club, Long Beach, Calif., to 
include a plunge in the basement. 
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Blake Tapped Spigots 





Spigot to fit Standard or 
Extra Heavy Hub 


Spigot 
2-in. 


No. 

H-1660 
H-1665 
H-1670 
H-1675 
H-1680 


Tap. 
1%-in. 
1%-in. 

2-in. 
1\%-in. 
2-in. 


2-in. 
2-in. 
4-in. 
4-in. 


Also made in extra heavy weight. 


Specify if so desired. Old 


Way 


Blake Insertable Joint 
for Durham Work 


Hub 
-in. 
2-in. 
2-in. 
2-in. 
4-in. 
4-in. 


No. Tap. 
14-in. Tucker Connection 1 
-in. 
1 ig-in. 
2-in. 
2-in. 


H-1692 4-in. 


Your jobber will furnish them. 


Catalog of complete line of our products will 
be sent you on request 


Blake Specialty Co., Rock Island, III. 


CANADIAN SERVICE—ALL CRANE CO. BRANCHES 














Badger 
Expansion 
Joints 





. do not 
need to be 
repacked. 
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T his & That, Here &° There 


wm. E. Antrican and Ed. Millington, master plumb- 
ers of Mansfield, Ohio, and members of the local asso- 
dation, recently left for Florida, where they will spend 
the remainder of the winter. 

Erection of a new brick building in the business dis- 
trict has been started here. It will be occupied by the 
William H. Owens Plumbing Company and the Jones 


Electric Company. 

C, R. Clark is about to begin the erection of a 27x50 
ft, plumbing shop at 2807-13 South Vermont avenue, 
Los Angeles, Calif., at a cost of $1,000. 

Alex Zeck & Son, plumbing and heating contractors, 
Morgantown, W. Va., have completed the plumbing and 
heating work for the West Virginia state sanitarium at 
Hopemont, W. Va. This contract amounted to $16,000. 
They have secured the contract for the residence of the 
Leonard Sisters, of Buckhannon, W. Va. The plumb- 
ing and heating work on this job will amount to $3,200. 

James Gannon, of the firm of Gannon & Cleary, 
plumbing contractors of Erie, Pa., has been in the hos- 
pital for the last four weeks. His many friends will be 
glad to know that he returned home last week and is 
making satisfactory progress toward recovery. 

Emanuel Hospital, Portland, Ore., will add a new unit 
costing $175,000. It will be five stories in height and 
will contain 150 beds, together with laboratory rooms, 
offices, ete. 

Sanitary Plumbing & Heating Co., 629 West Martin 
street, Raleigh, N. C., is installing plumbing and heat- 
ing in five large apartment houses in that city. The 
total of these contracts amounts to $30,000. The com- 
pany is installing oil burners in all these buildings. 


Wallin & Trull, 610 Davie street, Raleigh, N. C., are 
installing plumbing in the Hugh Moroson high school in 
Raleigh. The contract amounts to $20,000. 

E. 0. Moore, of Kinston, N. C., has just completed the 
plumbing and heating in the Contana school, Granger 
station, N.C. The contract amounts of $6,000. 

W. M. Wiggins & Co., of Wilson, N. C., are installing 
the heating in the new Cumberland County court house, 
in that city. The contract amounts to $18,000. They 
have also started the installation of heating in the Wil- 
son County court house. This contract amounts to 
$13,800. 

J. E. Alphin, Wilson, N. C., is installing the plumb- 
ing and heating in the new Darden office building. This 
contract amounts to $3,000. He is also installing 
plumbing and heating in several stores and office build- 








The 
My a Side Plumbers of Omaha, A. Nelson, C. Dodds, 
Pa C. Rydberg and J. H. Hartig, at Nebraska Retail 
umbers’ recent convention in Lincoln, Nebr. 


DOMESTIC ENGINEERING 87 
















There is a stopper chain 
of solid nickel silver just 
as smooth and clean as 
the porcelain tray. 


Ask Your Jobber for 
Bead Chain 


= 


(BEAD CHAIN 


x FOR PLUMBING 
— —_ 
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"G00, 
ee 


ING CO. 


BRIDGEPORT, CONNECTICUT, Canadian Representatives, Stanley Brock, Ltd., Winnipeg 











You Can Guarantee Satis- 
faction When You Install 





RIVAL OF THE CLOUDS 


TRADE MARK 


Nature’s Water Softener 
Copyright 1920 by the Refinite Co. 










Connected to the water supply line 
Refinite makes all water passing through 
it as soft as rain, but better because it is 
pure and uncontaminated. Requires 
practically no maintenance after in- 
stallation—the water softening mineral 
“Refinite” lasts almost indefinitely—it 
being only necessary to dump a few 
pounds of coarse salt in through the top 
occasionally. 

















) | Natures Water So 
| Ga SS> 





Eight years of actual service under all 
sorts of conditions have proven its merit. 
There is always some one best thing in 
every line—in water softeners it is 
“Refinite.” Let us tell you all about it. 


REFINITE COMPANY 
Refinite Bldg. Omaha, Nebr. 
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No. 10-A 
TANK HEATER 
40 gallons capac- 
No. 10-A ity. Only a bues- 
TANK HEATER et of coal a day. 
Brick-lined fire- 
$11.50 pot prevents heat 
To The Trade oss and holds fire 
from 12 to 15 
Can be bought hours. 
from the nearest 
office or your 
jobber, There is 
& proper size 
Novelty for 
every need. 











Facts Worth Dollars 
to You 


The desire—the need—for hot water is universal, 
but every man wants his hot water supply to cost 
as little as possible. 


YOU are in business to make a profit. You want 


all the profit you can get. 


Your profit depends on two things: (1) the mar- 
gin between cost to you and cost to your cus- 
tomer; (2) the amount of time and money you 
spend in securing the order. 


Read how all these conditions meet to your ad- 
vantage when you sell 











First, the Novelty’s cost is so low that you can success- 
fully compete with all other systems. For instance, you 
can guarantee all the results secured from “‘instantaneous”’ 
or storage-equipped, gas-fired systems and you can take the 
order at a much lower price. In addition, your profit 
will be as great as if you had sold a more expensive system. 


Second, the Novelty operates for one-fourth the fuel cost 
of the systems just mentioned—and that is a big item in 
the buyer’s mind. (This statement is unprejudiced—we 
make and sell both coal and gas hot water supply systems.) 


Third, and most important to you, you have practically 
no expense in making sales with the Novelty because we 
supply a special Owner Advertising Cam- — 
paign to do the selling for you. e Our 

)) Catalog 
Study these facts. They mean dollars to in 
you. Address Dept. D-2, at our nearest Oy 
office. Ask for full details and start now 
to make real profits from quick sales. 





1847 ABRAM COX STOVE CO. 1925 
PHILADELPHIA NEW YORK 
American & Dauphin Sts. 113 East 34th St. 


CHICAGO 
736 W. Monroe St. 
For 78 years, makers of Novelty Hot-Water, Steam and Vapor 
Boilers, Coal Tank Heaters, Warm Air Pipe and Pipeless 
Furnaces, Coal and Combination Ranges and FORTUNE Gas 
Ranges and Gas Water Heaters. 
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> 
ings, these contracts amounting to $6,000. Mr. Alphin 
is president of the local association and he and p, 1, 
Griffin, field secretary of the state association, expect to 
make a trip through eastern North Carolina in an effort 
to form associations in towns which do not have them, 
and to make an active drive for new members. 


William Loftis, of the Loftis Plumbing @ Heating 
Co., 440 Marietta street, Atlanta, Ga., says he is the 
biggest plumber in Georgia. . Mr. Loftis weighs 239 lb., 


| and until a recent illness his weight was 280 Ib. Col, 











H. T. O’Shields, of the South Side Plumbing Co,, 169 
East Georgia avenue, Atlanta, is also a claimant for 


this honor. Col. O’Shields tips the scales at 287 Ib, 
and his height is 6 ft. 4 in. He says he is every inch 
a plumber. 


O. C. Senger, plumber of Oak Grove, Ore., has been 
awarded the plumbing and heating contract on the 
new school building in that place. His bid was $5,498, 

Harbor Plumbing Company, of Hoquiam, Wash., was 
low bidder on plumbing for the proposed new school 
building in that city, its bid being $2,760. 

Tucker & Rice Co., plumbing and heating contractors 
of Worcester, Mass., have contracted to install the 
plumbing, heating and sprinkler work in the nine-story 
addition to the Bancroft Hotel in that city. The con- 
tract aggregates approximately $86,000. The plumb- 
ing piping, which will be entirely of brass, will amount 
to about $60,000, the steam heat about $22,000, and 
the sprinkler installation about $4,000. 

Alaska Plumbing and Heating Company, 363 East 
Morrison street, Portland, Ore., has the heating and ven- 
tilating contract for Abernethy school, Portland, and 
also the Glenco school and Kennedy school in that city, 
and the plumbing and heating in the Fairview school, 
Fairview, Ore. In Eugene, Ore., this company has the 
contract for the heating and ventilating in the Woodrow 
Wilson school building, and in the new science hall on 
the university campus. 

Miss Louise Smith, in charge of the office of the 
Atlanta Master Plumbers’ Association, met with a seri- 
ous accident on February 11 when her car was struck 
by a street car. 





DESIRE NEXT OHIO CONVENTION 

The Mahoning Valley Master Plumbers’ Association, 
Youngstown, Ohio, planned to make a strong bid to secure 
for that city the 1926 convention of the Ohio State Ass0- 
ciation of Master Plumbers at the 1925 gathering, Feb- 
ruary 24, 25 and 26, in Columbus. The Mahoning ass0- 
ciation sent a strong delegation to Columbus to present 
the claims of the Mahoning Valley steel-producing city. 





DANCE ON LINCOLN’S BIRTHDAY 
The Master Plumbers’ Association of Dubuque, Iowa, 
celebrated Lincoln’s birthday with a dance. It was 80 
well enjoyed that the organization decided upon @ num: 
ber of similar festivities before the spring rush begins. 





MAHONING VALLEY AUXILIARY’S PARTY 

The Ladies’ Auxiliary of the Mahoning Valley Master 
Plumbers’ Association, Youngstown, Ohio, held an enjoy- 
able dinner party February 18 at the Mahoning Valley 
Country Club, in Girard, five miles west of Youngstow?. 
Following the serving of a fine repast, those in attendance 
enjoyed cards and other diversions. Prizes were awarded 
as follows: Mrs. William Rowland, Mrs. Carl Vinopal, : 
C. Hopper and C. W. Wilson. Credit for the success 0 
the affair is given to Mrs. Randall Little, chairman of the 
committee in charge. - 
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PATSY READS THE ADS 
p is for Woodward-Wanger’s Parabal, they say, 
L for Lavelle’s Rubber Goods that we use every day; 
U is for United Sinks from Pittsburgh, in Pa., 
M for Maddock’s Closets, from Trenton, in N. J. 
Ris for Bridgeport Brass, some brass ads they have got, 
E for EverHot’s Heater that keeps the water hot; 
Rfor Robert’s brass that rings the bell every shot. 
read it from the top down, it spells PLUMBER, does 


Now, 
Oak Park Patsy. 


it not? 
Go through the ads in this week’s issue and see if you 


can’t turn out another. It'll help you in solving cross-word 





puzzles. 
Oak Park Patsy pulled another fast one. He wrote: 
“Punny, I didn’t see ‘Sy’ Martin at the last convention.” 


How about it, “Sy”? 
Lloyd Logsdon, of San Francisco, says it is better to be 
loved and bossed than never to be loved at all. 
I KISSED HER—No. 31 
She'd never been kissed, she said, 
Although she was thirty-one; 
But I have my doubts—I found 
She knew just how it was done. 
D. N. T., Helena, Mont. 
PIPE LINES DICTIONARY 
OPTIMIST— 

—A man without any money who orders dinner at an 
expensive restaurant in the confident expectation that his 
first oyster will contain a pearl to pay for it. 

PESSIMIST 
—His friend who was invited to dine with him. 


Flossie Proper, our guide on Etiquette, says, when you are 
dining out, and you’ve used up all your butter, don’t be 
impolite about asking for more. Go at it in a round-about 
way. Say something like this: “Say, what’s the matter 
with the butter?” 


One of the staff, attending the convention, said he heard 
a young lady, presumably a plumber’s daughter, say, when 
she had looked over the Sea Food Menu: “Bring me a 
dozen bluepoint bi-faucets on the half shell.” 

FIRST OFFENSE: SIX MONTHS 

Captain: What is he charged with, Casey? 

Casey: I don’t know, sor, exactly what’s the name for it, 
but I found him flirtin’ in th’ park. 


Captain: Oh, I see. Impersonating an officer. 
C. H. T., Pennsylvania. 
Lou G. N., Providence, says that it is an indication of 


the forward march of progress that for several weeks he 
hasn’t heard anybody say, “Yes, we have no bananas today.” 


: TRY THIS ON YOUR PIANO 
, Rastus had acquired a reputation through the division 
or skill in wielding his razor, One night he was sent 


out with a patrol to do some reconnoitering in “No Man’s 
ar — a few yards of the German trenches he 
daa ais. rifle, drew his trusty razor, and crept cau- 
sentry orward, At the brink of the trench a German 
ry saw him and made a lunge at him with his bayonet. 
‘stus nimbly side-stepped and “did his stuff’ with his 


Taz Nay 

ae The German, proud of being able to talk English, 
tonal Ah, never touched me that time!” ‘“Don’ yo’ fool 
yoseif,” said Rastus, “jes’ yo’ try to turn yo’ haid.” 


L. S. S., Cleveland. 


i my wife the other day the one about the man 
repli “- asked what his father’s last words were. He 
ed, “Father had no last words. Mother was with him 


to » ” y 
the end.” Now my wife won't speak to me, and I can’t 
Magine why. LY 
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FITTINGS 


M PIPE 





‘Tl "Teade Mark AND M 
| IRON BODY GATE VALVES 


























Screwed 
Non 
Flanged Risi 
sin 
and 9 
Hub Stem 
Ends and 
0.S.&Y. 
Sie Patterns 
2° to 12° 
Inclusive | 
Manufactured by 
ILLINOIS MALLEABLE IRON CO. 
CHICAGO, ILL. 


GENERAL OFFICES 1801 DIVERSEY PARKWAY 








EHNSANIGAR) 


THE QUALITY GOODS: 


1897 





[> Rance BoILeR, 






































Fic. 113, PATENTED 


There Is Only One Way 


to keep grease out of the drain pipes and sewer and that 
is by the installation of an efficient grease trap. But there 
are many so-called grease traps that merely impede the 
passage of the grease to a greater or lesser degree but do 
not stop or trap it. 

If the waste grease is not chilled immediately after 
leaving the sink it will get into the drain pipes and clog 
them. Dehn’s AcmE Double Trapped, Water Cooled 
Grease Trap performs this important function per- 
fectly—the cold supply water completely surrounds the 
trap body. 


COMPOUND INJECTOR & SPECIALTY CO. 


Originators, Desig and Sole Manufacturers of 
EHNSANIGAR 
THE QUALITY GOODS 
419-421 D-N. Laramie Ave. Chicago, Illinois, U. S. A. 
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Bath a Day Movement 


This week we have received a very good letter from Frederick 
E. Fladd, chairman of the Educational Committee of the National 
Association, in which he has again 


called “The Story of the Bath’ to the 
attention of the local associations. If 
your association has not as yet taken 
up the Bath a Day Movement, and 
considered distributing “The Story of 


the Bath” in the schools of your city, 
bring it up at your next meeting. These educational activities 
are invaluable. The progress of our industry depends upon the 
number of people who can be educated to better living standards. 


schools with “The Story of the Bath.’ This does 
not mean, however, that there are not other chan- 
nels through which it may be distributed with good results. 

You have a local chapter of the Red Cross. Perhaps no 
other association in the country is doing so much for local 
health. It is willing at all times to push movements which 
will add to the general welfare of the community. 

There is an American Child Welfare Association, which 
may have a branch in your city. Here is another organ- 
ization interested in anything which will build up the 
health of children and teach them to lead better lives. 
This association is headed by Herbert Hoover, Secretary 
of Commerce. He believes in conservation, and conserva- 
tion of health is the duty of the plumber. 

Then there are the health and child welfare committees 
of women’s clubs. You will always find that the most 
progressive women of any community will be on these 
committees. You will find women physicians usually 


UU: to now we have been concentrating upon the 


heading them. They are interested in anything that will 
push along their good work. 

Don’t neglect these opportunities to associate yourself 
with the best activities of your community. “The Story 
of the Bath’’ ought to be your introduction to many 
homes. 











A. Gaylord, secretary of Lincoln M. P. A.; P. W. Hart, of 

Lincoln, retiring president; Geo. K. Wells, of National T. E. B., 

and Professor J. E. Murray, instructor of plumbing in the 
University of Nebr., at the recent Nebraska convention 


AN APPRENTICE SCHOOL FOR COLUMBUS 

As the result of a visit from A. W. Wolfgang, of the 
National Trade Extension Bureau, the apprentices in Co- 
lumbus, Ohio, are to have some training in the city’s 
schools several evenings a week. Mr. Wolfgang enlisted 
the sympathy of J. G. Callicott, superintendent of schools, 
who has promised definite action soon. On February 5, 
at its regular meeting, the Master Plumbers’ Association 
of Columbus discussed the idea and unanimously ap- 
proved it. 

















WATER HEATERS 


answer the demand for 
efficiency, economy and 
durability. 


They are light, strong and 
heat quickly. Made of 
steel throughout. 


Vertical motion of water 
affords active, constant cir- 
culation. 


Coal magazine is a great 
fuel saver. Keeps even fire 
from ten to twelve hours 
without attention. 


It will pay you to investi- 
gate. Write for catalog 
- ie the Wilks Line 


Water Heaters, Garbage 
Burners, Garage Heaters 
and Steel Tanks for 


every purpose Made in all wanted sizes 


S. WILKS MFG. CO. 
3517 Shields Avenue, Chicago, III. 


EDWIN W. SEDGWICK HARRY M. SEDGWICK 
President Sec. and Treas. 











E-Z PxucEi 


of Quality, Dependability and Service 





Patented under U. S. Patent No. 1,393,103 


Infringements Will Be Prosecuted 


THE E-Z Double Laundry Tray Faucet is made 
entirely of red brass, white nickel plated and 
of such sturdy construction that it is impossible 
to get out of order. 


The E-Z valves are of quick compression type and 
open full with one-quarter turn of lever handles. 

The E-Z has swinging spout with hose end, )4-inch 
unions, adjustable clamps and drain screw. 
Also can be furnished with long spout for 
three compartment trays. 


Manufactured and Guaranteed by 


Union Brass & Metal Mfg. Co. 
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TTENTION! Every time you look 
A at an advertisement, or a display 

window, someone is asking for your attention. The 
man who prepares an advertisement tries to get a good 
illustration, a “catchy” headline. He uses color, big type 
—anything to draw your eye. The window dresser does 
the same thing with the material he has to display. He 
tries for novel effects that will make you stop and look. 

Attention is the very first step in selling. If you do 
not gain attention, the other steps of interest and desire 
will not follow. 

These Epigrams are attention-getters. They’re unusual 
—and people always stop to look at the unusual. What 
they say is bright, snappy, humorous, and each epigram 
has a sound thought in it—something to make people 
think, 

Use them and you’ll have people stop to read them. 
Naturally they’ll look into the window, and you will have 
gained their attention. Then when they see your name 
somewhere else—on your truck, in your newspaper adver- 
tising—in your direct-mail advertising—they’ll remember 
the epigrams, they’ll smile—and you have firmly implanted 
your name. 

The cost of trying them out will be very little. A black- 
board or a slate will not be expensive. If they make 
friends for you, their value will be demonstrated. Give 
them a chance. Below you will find seven epigrams for 
this week. 


For a woman, the difference between a dollar, and 
ninety-eight cents, is a new hat or none. 
a + * 
A man’s wife will seldom take the credit due her— 
she wants cash. 
o * s 


Complexions these days are complex affairs. 


* + > 
Don’t mark the spot where you bury the hatchet. 
* S 


Heaven itself won’t be exclusive enough for some people. 
s * * 
Some people act as if they thought you were responsible 
for the weather. 
s ¥ 4 
Ladies: Be sure you marry the best man at your 


wedding, 





POLLUTION OF STREAMS AGITATION IN CANADA 


The city of Vancouver, British Columbia, Canada, has 
decided to call for a vote of the ratepayers on a plan to 
spend $1,250,000 on a water scheme which includes the 
Purchase of a timber limit around a watershed so as to 
prevent the contamination of the source of supply through 
logging operations and otherwise. At present no person 
Is Permitted to enter the watershed unless with a city 
Permit which is only granted after a blood test, designed 
to detect typhoid tendencies, has been undergone. 
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The new Smooth- 


F ree! On Handbook ; - 


Information which costs us thousands 
of dollars and took 30 years to get 











New and completely re- 

written in textbook form with comprehensive index for quick 

reference. Any place you turn, you'll find something inter- 
esting and valuable! 


136 Pages. 193 Illustrations. 


“Worth its weight in gold” is a mild expression about 
the value of this Boiler and Engine-room Encyclopaedia 
because the very first hint you apply from its pages is 
apt to save you more than that amount. 


The following subjects are discussed in detail, and 
most are illustrated by diagrams or actual installation 
pictures: Boiler Repairs; Engine, Pump, Compressor, 
Hydraulic Elevator and other Pressure Cylinders; Pipe 
Lines, Fittings, Valves, Etc.; Miscellaneous Power 
Apparatus; Foundations, Floors, Pits. 


You owe it to yourself to have this valuable informa- 
tion at hand for quick.reference, and even though you 
are already familiar with Smooth-On, you will need this 
book to post yourself on the newest applications. Mail 
the coupon for your copy. 


Get Smooth-On in 1, 5 or ro-lb. tins or 25,50 or roo-lb. 
kegs. If your nearest dealers cannot supply the kind and 
Size you want, write to us direct. 


SMOOTH-ON MFG. CO., Dept. 12, 570 Communipaw Ave. 
Jersey City, N. J. 
Please send copy of the new Smooth-On 
Instruction Book. 





eee ee ee ee ee 
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It’s Just a Question— 
of which you want 


PRICE or QUALITY 


You cannot have both in 





The Mark 
of a Better 


Seon the same article. 


Built-Well is absolutely the highest 
quality seat on the market at the price. 
If you buy below Built-Well price, you 
do not get Built-Well quality. 


Built WeNMp. Co. 


1458 W. KINZIE ST. 
CHICAGO 


Built-Well Seats are priced no higher 
than other high grade wood seats with 
the ordinary joint. Your jobber will 
quote you. sk also about the new 
Built-W ell “ Aristocrat.” . 





The Built-Well 
V-Lock Joint 















The Built-Well 
Standard Pattern 
Closed Front Seat 
with High Grade 
Bar Hinge. 


Patented 
Sectional view of 
joint, turned up 
side downto 
show how dowels 
are inserted from 
bottom. Mois- 
ture only makes 
them tighter. 






























“The Last Word” in Swinging Spout 
Laundry Tray Faucets 


(Patent Pending) 





Heavy pattern with -inch “Ground Joint” Brass 
Unions. Special designed clamps, adjustable vertically 
and horizontally. Clamping bolts brass. Attachment of 
clamps are to the extended body, below swinging spout. 
High grade but not high priced. 
Write Your Jobber for Prices. 


STREET & KENT MFG. CO. 


1954-64 Clybourn Ave., CHICAGO, ILL. 
Manufacturers in Chicago stnce 1888 

























February 28, 1925 
» 


Convention Dates 


March 3 and 4, 1925.—The annual convention of the North 
Dakota Master Plumbers’ Association, at Devils Lake, N. D 


March 9, 10 and 11, 1925.—The annual convention of the 
Indiana Society of Sanitary Engineers at West Baden Springs 
Hotel, West Baden, Ind. 

March 10 and 11, 1925.—The annual convention of the 
Maine Master Plumbers’ Association, in Lewiston, Me, 

March 11 and 12, 1925.—Quarterly meeting of the Nationa] 
Association of Brass Manufacturers, in the United States 
Chamber of Commerce building, Washington, D. Cc. 

March 23, 24 and 25, 1925.—The annual convention of the 
Missouri State Association of Master Plumbers, at the Hote] 
Muehlbach, Kansas City, Mo. 

March 24 and 25, 1925.—The annual convention of the New 
York State Master Plumbers’ Association, at Buffalo, N. %, 


March 25 and 26, 1925.—The annual convention of the 
Michigan State Association of Plumbing and Heating Dealers, 
at Pantlind Hotel, Grand Rapids, Mich. 

April 1, 2 and 8, 1925.—The second annual convention of 
the American Association of Oil Burner Manufacturers, at 
the Edgewater Beach Hotel, Chicago. 

April 2 and 38, 1925.—The annual convention of the Ar- 
kansas State Master Plumbers’ Association, at Pine Bluff, 
Ark. 

April 7 and 8, 1925.—The annual convention of Massachu- 
setts State Master Plumbers’ Association, at Boston, Mass. 

April 16 and 17, 1925.—The annual convention of the Vir- 
ginia State Association of Master Plumbers, at Roanoke, Va. 

April 20 and 21, 1925.—The annual convention of the Ala- 
bama Association of Master Plumbers, at Birmingham, Ala. 

April 20, 21 and 22, 1925.—The annual convention of the 
Associated Master Plumbers of Texas, at Dallas, Tex. 

April 28 and 24, 1925.—The annual convention of the Louis- 
iana and Mississippi Association of Plumbing’ and Heating 
Dealers, at Biloxi, Miss. 

April 28 and 29, 1925.—The annual convention of the 
Colorado Society of Sanitary & Heating Engineers, at Den- 
ver, Colo. 

May 4 and 5, 1925.—The annual convention of the Ten- 
nessee State Association of Sanitary Engineers, at Memphis, 
Tenn. 

May 4 and 5, 1925.—The annual convention of the Okla- 
homa State Association of Master Plumbers, at the Mayo 
Hotel, Tulsa, Okla. 

May 7 and 8, 1925.—The annual convention of North 
Carolina Master Plumbers’ Association, at Shelby, N. C. 

May 11, 12 and 13, 1925.—The annual convention of the 
Kentucky Association of Master Plumbers, at the Crab Or- 
chard Springs Hotel, Crab Orchard Springs, Ky. 

May 12, 13 and 14, 1925.—The annual convention of the 
New Jersey State Association of Master Plumbers, at Grotto 
Auditorium, Jersey City, N. J. 

May 13 and 14, 1925.—The annual convention of the Penn- 
sylvania State Association of Master Plumbers, at Wilkes- 
Barre, Pa. 

May 19, 20, 21, 22 and 23, 1925.—The annual convention of 
the National District Heating Association, at West Baden, 
Ind. 

May 26, 27 and 28, 1925.—The annual meeting of the Na- 
tional Pipe and Supplies Association, at French Lick, Ind. 

June 1, 2 and 3, 1925.—The annual convention of the Wyo 
ming Master Plumbers’ Association, at Thermopolis, Wyo. 

June 1, 2, 3 and 4, 1925.—The thirty-sixth annual conven- 
tion of the Heating and Piping Contractors’ National Asso- 
ciation, at the Book-Cadillac Hotel, Detroit, Mich. 

June 19 and 20, 1925.—The annual convention of the Cali- 
fornia State Master Plumbers’ Association, at Portland, Ore. 

June 21 and 22, 1925.—The annual convention of the Master 
Plumbers’ Association of the State of Washington, at Port- 
land, Ore. 

June 23, 24 and 25, 1925.—The 43rd annual convention of 
the National Association of Master Plumbers, at Portland, 
Ore. The sessions will be held in the Portland Auditorium. 





A swimming pool, of Spanish design, is among the 


improvements to be constructed by the Florida Loa 
Co., in development of Kenilworth Park addition to 
Winter Haven, Fla. 
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PATENTS 


Plumbing Department 


1,524,726. Bath Cock. Oscar P. Benjamin, Detroit, 
Mich., assignor to Capitol Brass Works, Detroit, Mich. 
In a faucet wherein liquids are adapted to commingle 
centrally of the faucet and discharge through an outlet 
in the bottom wall of the faucet; a mixing pocket in 
the upper wall of said faucet opposed to said outlet, de- 





1,524,726. 


1 ee ee 














1,525,516. 


1,524,853.. 





flectors for directing the liquid towards the top of the 
faucet, said deflectors extending upwardly at an inclina- 
tion from the bottom wall of the faucet adjacent the outlet 
thereof with the upper ends of the deflectors closer to 


the axis of the faucet outlet than the lower ends of said 
deflectors. 
* * * 

1,525,516. Faucet. William H. Smith, Bast Cleveland, 
Ohio. In a self-closing gate valve, in combination, a pair 
of circular, wedge-shaped valve members, an internally 
threaded nut engaged with said members and projecting 
diametrically thereof, the adjacent faces of said members 
being formed around said nut with a counterbore which 
extends substantially half-way across said faces, a spindle 
having a quick-pitch thread engaging said nut, and a 
coil spring surrounding said spindle and projecting into 
said centerbore and effective to return said members to 
closed position. 

* * * 

1,524,853. Sanitary Toilet Protector. Margaret Beam, 
Bloomington, Ill. A sanitary toilet protector of washable 
rubberized cloth of substantially oval shape with a straight 
hemmed edge across the back, an oval-shaped opening 
therein, centrally located, a bias facing around same, a 
hem around the circumference of said cover, an elastic 
band adapted to be contained therein for the purpose of 
drawing the edges of the cover under the seat and hold 
same in position while in use. 

* * * 

1,525,247. Flush-Valve Apparatus. Irvin W. Leiss, 
Allentown, Pa. A flush valve apparatus comprising in 
combination with a tank, an inlet pipe, a valve casing 
on the upper end of said inlet pipe, a seat within the 
valve casing in the region of the inlet pipe, an open ended 
cylindrical portion projecting from the valve casing above 
the highest water line in the tank, said cylindrical portion 
being concentric with the valve seat, a valve plug slidably 
mounted in the cylindrical portion of the valve casing 





“2 
Soil Pipe Fittings, Extra Heavy 
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COST PRICES ARE PRINTED IN BOOK 





Why Put It Off Any Longer? 


The Plumbers’ 
and Steamfitters’ 


Price Guide 


Bound in an attractive and 
durable 7 ring loose leaf 
binder. Over%three hundred 
pages of detailed and indexed 
information printed on strong 
ledger paper, 6x9!% in size. 
Changes in prices may be 
noted or complete revision 
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sheets which we furnish at a 
nominal charge may be in- 
serted from time to time. 








SUGGESTED SELLING PRICES ARE PRINTED IN BOOK 


'ED' 





Mail This Coupon Today! 























testntatietetortententeetententetantentestentatatentanian 
Every time you’ve seen our ad telling you that the Plumbers’ and Steam- | 
, Des A , ; RS 
fitters Price Guide would save your time and money by enabling you to do \ — sg Rigg eee Y. 
your billing and estimating more quickly and accurately than »y any other | Pl ant pei i salads ak: 
method you decided to write us and find out more about it—but you put it ae - Price Guide 
off and put it off. It doesn’t cost anything to get all the dope—so why not garding your Frice . 
do it today—right now. 
Ne eas nt pie Rares are ee rene 
BAREHAM & SAUNDERS, 366E-Main St., Rochester, N.Y. 
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and having a circumferential groove intermediate its ends 
and further provided with a recess at its lower end, a 
packing ring within the circumfetential groove, a packing 
disc in the recess for co-action with the valve seat, a 
supporting arm carried by the valve casing and projecting 
above the upper end of the cylindrical portion, a screw 
having threaded connection with said support, a valve 
lever journaled on said screw, a cam carried by the valve 
lever for coaction with the valve plug whereby the latter 
































¢ 


1,525,247. 


will be moved when the operating lever is actuated, a 
float, means for adjustably connecting said float to the 
operating lever whereby the latter will be actuated due 
to the rise and fall of the water in the tank. 

» * a 
Bath Spray. Frederick O. Hilfiker, Roches- 
In a bath spray, the combination with a rose 


1,525,237. 
ter, N. Y. 
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and a supply pipe connected thereto, of a faucet connec- 
tion on the supply pipe comprising a lateral provided 
with a seat for the faucet, an arm above the seat, a lever 
engaging the arm and adapted to rest upon the rim of a 
bath tub as a fulcrum, and a clamp on the lever on the 
opposite side of the fulcrum adapted to engage beneath 
the rim of the tub and raise the seat against the faucet, 
* * * 

1,525,334. Flush-Tank Cock. Charles Stengel, Ham- 
ilton, Ohio. A flush tank cock comprising a water supply 
passage and an outlet for delivery into the tank, a valve 
for controlling the passage of water therethrough, a float 
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1,525,334. 


1,526,002. 


controlled device for operating the valve and a yielding 
silencing member in the path of the water and adjustable 
to restrict the passage of the water. 








Over 1,000,000 BB 
HIGH PRESSURE BALL COCKS 


IN ACTIVE SERVICE 


7 





Boston Brass Company 





We specialize in large size Ball Cocks for Large 
Tanks, Supplying Locomotives, Buildings, etc. 
V4 in. 
2 in.— 21% in.—3 in.—4 in.—5 in.—6 in. 


BB Ball Cocks are the unhesitating choice of 
Master Plumbers who strive for permanence 
in their work and the best in the market. 





34 in—1 in—1]14 in.—1)4 in. 


Threaded for Iron Pipe 


Write for prices 


Waltham, Mass. 


Established 1874 
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1,526,002. Electric Water Heater. Alan Varley Living- 
ston, New Haven, Conn., assignor to the Safety Car Heat- 
ing & Lighting Company, a corporation of New Jersey. 
In electrical water-heating apparatus, in combination, 
means providing a path of flow for water, a valve asso- 
ciated therewith for controlling the flow of water there- 
through, an electric heating unit associated with said 
means and in the path of flow therein, a switch for con- 
trolling the current flow to said unit, a member mounted 
for manual movement in one direction, a spring ar- 
ranged to oppose the manual movement of said member, 
and means responsive to manual movement of said mem- 
per arranged to operate either said valve and said switch 
conjointly or said valve alone, depending upon the pres- 
ence or absence, respectively, of water in said path of 
flow. 

* * * 

1,524,945. Water Faucet. Emil Norden, Chicago, IIl., 
assignor of one-half to Henry Kellner, Chicago, Ill. In a 
water faucet, a shell having inlet and outlet ports, and a 
plug fitting within said shell and having ducts adapted 
to be brought into registry with said ports by rotation 
of the plug; the portion of said plug through which it 
fits the shell being constructed of material that is readily 
deformable; and means being provided for imposing 
pressure thereon in a direction to develop radial pressure 
between the plug and the shell. 


as 
1,524,945. 





1,525,426. Pressure Regulator. Philip Mueller and 
Anton C, Schuermann, Decatur, IIl., assignors to Adolph 
Mueller, trustee, Decatur, Ill. A regulator having an 
inlet, a-port connecting said inlet with a chamber, a 
valve for said port, pressure controlled means to actuate 
said valve, an outlet from said chamber of less area than 
the inlet, and means for balancing the valve including a 
Passage extending through the body thereof. 

* * * 

1,525,393. Faucet. John A. Jernatowski, Dannemora, 
N. Y. A faucet comprising a casing having arms adapted 
for connection with hot and cold water supply pipes, said 
casing being provided with a single outlet at its center, 
Valve seats within the end portions of the casing, valves 





iN 


1,525,393. 


hormally closing said seats and carried by slidable rods, 


levers pivoted within the casing and having their outer | 


ends formed angularly and pivotally connected with the 
inner ends of said rods, springs normally urging the 
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More Bath Tub Mats 
would be used if their 
advantages were known 

















The slippery surface of a wet bath tub has often 
been the cause of serious injury to an unfortunate 
bather. A rubber bath tub mat would have pre- 
vented the accident by supplying a safe, non-skid 
foothold. “Lucky Strike” Bath Tub Mats are made 
of soft, white rubber with a pebbled surface. Two 
sizes—12"x36” and 15”x36”—packed in individual 
— They sell themselves if properly dis- 
played. 


mmm Order from your jobber CounecanensneuaesuseneaeneeD 


LAVELLE RUBBER CO. 


413 North Franklin Street Chicago 




















Threads 


Briggs Stan- 
dard Tapered 
threads are 
used in Tight- 
on unions making them secure- 
ly tight. 
Tighton is a high grade Brass 
Seated Malleable Iron Union at 
a moderate price—Ask your 
jobber. 


WII) poreph)))}))) 


Standard Union Zo. 


Winthrop Building, Boston, Mass. 
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| ic assified Advertisement 


Count seven words for keyed address. 





8 cents for each word including heading and address. 


$2.00. One inch $4.00. 


Situations Open _ 


SALESMAN WANTED — PROMINENT 

manufacturer of pumps and _ water 
systems requires salesman for Illinois 
territory. The man we are seeking is 
experienced in this line or in plumb- 
ing supply line, thoroughly acquainted 
with the plumbing, electrical and hard- 
ware trade in Illinois. He must have 
a car and furnish a satisfactory record. 
All replies will be confidential. Ad- 
dress Key 165, “Domestic Engineering,” 
1900 Prairie Ave., Chicago. 


POSITION OPEN IN NORTH EASTERN 
Ohio for salesman with knowledge of 
plumbing and heating. All informa- 
tion strictly confidential. State all par- 
ticulars in first letter. Address key 
251, “Domestic Engineering,” 1900 
Prairie Ave., Chicago. 
WANTED: PLUMBING ESTIMATORS. 
Must be competent and experienced 
in taking off quantities. State qualifi- 
cations. Plumbing Contractors’ Asso- 
ciation, Room 404, 111 N. Dearborn St., 
Chicago. 


TRAVELING SALESMEN 
WANTED 


Prominent water heater manu- 
facturer has openings for three 
travelers. Positions require ability 
to lay out advertising and special 
sales and to successfully do resale 
work for dealers. Applicants give 
age, experience and references. 
Address Key 263, “Domestic En- 
gineering,”’ 1900 Prairie Ave., 
Chicago. 
PROMINENT NORTH CAROLINA JOB- 
ber has openings at their several 
branches for experienced plumbing and 
heating salesmen. Will make attrac- 
tive propositions to the right men. Ad- 


dress key 271, “Domestic Engineering,” 
1900 Prairie Ave., Chicago. 








WANTED: RADIATOR AND BOILER 

salesmen. Please give your sales ex- 
perience during the past six years. Con- 
fidential. Union Radiator Co., Johns- 
town, Pa. 








Wanted: Manufacturer, Heating Con- 
tractor or a live organizer to sell 
and install my patented water cooled 
grate equipment, for burning culm, 
rice and barley coal under any type 
boiler. Immense field and large, quick 
turnover. All replies strictly confiden- 
tial. Address Key 238, ‘‘Domestic En- 
gineering,”’ 1900 Prairie Ave., Chicago. 
WANTED IN MILWAUKEE, WIS- 

consin, a man _ thoroughly expe- 
rienced in heating and _ ventilating 
work as an assistant estimator and 





superintendent. In making application 
state age, experience and salary ex- 
pected. Address key 275, “Domestic 
Engineering,” 1900 Prairie Ave., Chi- 
cago. 


Cash must accompany order. 








OPPORTUNITY FOR YOUNG MAN 
who has selling ability to work 
among the plumbing contractors in 
Chicago. Address key 257, ‘Domestic 
Engineering,” 1900 Prairie Ave., Chi- 
cago. 
Estimating engineer for established 
concern in East. Must be capable 
estimator on both plumbing and 
heating, do his own drafting, and 
make layouts on both branches of 
work. State age, experience, salary, 
ete. Address key 277, ‘Domestic 
Engineering,’ 1900 Prairie Ave., 
Chicago. 


Situations Wanted 


Situation Wanted: Thoroughly expe- 
rienced in estimating, laying out and 
superintending plumbing and heating 
installations, also steam fitter and 
practical bookkeeper, twenty years’ 
experience, in the middle west, in the 
plumbing and heating business, espe- 
cially the office, estimating and super- 
intending end of the game, location no 
object but would prefer the South. 
Address Key 278, “Domestic Engineer- 
ing.” 1900 Prairie Ave., Chicago. 








THOROUGHLY EFFICIENT HEATING 

and ventilating engineer and esti- 
mator wishes to make connections with 
a reputable concern. Capable of de- 
signing and superintending installa- 
tions of all descriptions. Experience 
covers a period of several years. Ad- 
dress key 267, “Domestic Engineer- 
ing,” 1900 Prairie Ave., Chicago. 


For Sale 
Plumbing and Heating 
Business. Old established and fully 
equipped pipe machine, etc. Good 
opportunity and can be bought at 
the right price. Address key 272, 
‘Domestic Engineering,” 1900 Prairie 
Ave., Chicago. 

FOR SALE: HAND AND POWER PIPE 
threading machines from 2-in. to 
6-in. Inquire D. B. Plumbing and Heat- 


| Sales Co., 1024 Barr St., Ft. Wayne, 
Ind. 


For Sale: Patent No. 1464396 bracket 
for supporting closet tank. Applicable 
to old work or new as a specialty or 
standard equipment. Address key 276, 
“Domestic Engineering,” 1900 Prairie 
Ave., Chicago. 


For Sale: 


Miscellaneous 


PIPE COUPLINGS 
We Pay More = 


besides paying the freight 
ASK US! Pe Sent 
St. Louis, Mo. 




















CONSOLIDATED PIPE & STEEL CO. 


615-617 S. 2nd St. 





| 
Minimum | 
| 


Copy should reach us by Monday morning. 


CONTRACT SHEETS, ESTIy 
Blanks Job Tickets, Tiustrated toe 
ter Heads, etc., for plumbers, Large or 
small lots, reasonable, prompt delivery 
eg grita gattveree prices free, {; 
‘ink & Sons Co., School Bldg. ‘ure! 
Springs, N. J. o iaere 





NOTICE OF DISSOLUTION oF 
CO-PARTNERSHIP 
Charles J. Grant Supply Co, 

NOTICE IS HEREBY GIVEN that 
the co-partnership heretofore existing 
between Charles J. Grant, Charles A 
Mory and Paul S. Mory, carrying on 
business under the firm name of 
Charles J. Grant Supply Company, at 
25th and Morris Streets, and 2229 North 
American Street, Philadelphia, Penna. 
has been dissolved by mutual consent 
as of February 16, 1925. 

The business heretofore conducted by 
the same firm has been taken over by 
Charles A. Mory and Enos L. Buck- 
walter, who will continue to carry it 
on at the same address for the present 
under the firm name of Mory & Buck- 
walter. 

Charles J. Grant, 

Charles A. Mory, 

Paul S. Mory. 


Sell us your Surplus 


PIPE COUPLINGS 


HIGHEST CASH PRICES PAID 
WRITE US 


THE A. & J. MFG. CO. 
559 W. Lake St., Chicago, Ill. 


PLUMBERS’ BIN LABELS 
ar 





Hadco Card Holders, Celluloid Covers 
and Illustrated Bin Labels for Water, 
Gas and Steam Fittings; also Plumb- 
ers’ Stock Boxes. Send for samples and 
prices and free plans: “How to Lay 
Out an Up-to-Date Plumbing wher 
“How to Simplify the Work in t e 
Stock Room,” and “How to Equip a 
Plumbing Shop on Wheels.” You can 
order through your regular jobber. 
HADDON BIN LABEL CO., Wesley A. 
Fink, President, Haddon Heights, N. J. 


Government Proposals 





TREASURY DEPARTMENT, SUPER- 

vising Architect’s Office, Washington, 
D. C., Feb. 11, 1925. Sealed proposals 
will be opened in this office at 3 p. Mm. 
March 11, 1925, for remodeling toilet 
rooms, ete. in the U. S. Post Office 
(old), Houston, Texas. Drawing and 
specifications may be obtained from 
the Custodian, U. S. Post Office, Hous- 
ton, Texas, or from this office in the 
discretion of the Supervising Architect, 
Jas. A. Wetmore, Acting Supervising 
Architect. 








HARTMAN INGOT METAL COMPANY 
SMELTERS and REFINERS 











2511-35 W. 21st Street 








Producers of the highest grade Ingot Brass and Bronzes 
Specializing in Ingots for Manufacturers of Plumbing and Heating Brass Goods 


CHICAGO 





Phone: Lawndale 0827 
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inner ends of said levers upwardly, and vertically slidable , 
plungers moving through the top of the casing and en- 
gaging the tops of the inner ends of the levers whereby 
to open the valves when depressed. 


Heating Department 


1,523,582. Oil Burner. Lee S. Chadwick, Cleveland, 
Ohio, assignor to The Cleveland Metal Products Company, 
Cleveland, Ohio. A burner of the character described 
comprising inner and outer wick tubes, an anchorage 
element within the inner wick tube, a wick stop adapted 
te be mounted within the upper end of the inner wick 
tube, said wick stop comprising a diaphragm that is 























1,523,582. 


formed with a central depression and having parts pro- 
jecting over the wick space between the wick tubes and 
other parts for interlocking engagement with the anchor- 
age element when the wick stop is turned, and an oper- 
ating handle having the appearance of a winged nut sit- 
uated within the aforesaid central depression and attached 
to the wick stop for turning the same. 
1K * * 

1,525,587. Oil Burner. Grover C. Moore, Torrance, 
Calif. An oil burner comprising a liquid fuel discharge 
unit, the unit being circular in plan and flat and having a 
nipple for connection to an oil pipe and having a chamber 
into which the nipple discharges and there being a plurality 
of restricted ports from the chamber through a flat side 
in an are concentric to the periphery of the unit at the 
opposite side from the nipple, and a fluid pressure dis- 


22 F) 2 




















“9 Ww 
1,525,587 


charge unit having a flat side fitting the ported side of 
the fuel unit and having a chamber and nipple for con- 
nection to a pipe, there being a port leading from the 
chamber at the axial center of the unit and the face of 
the unit confronting the fuel unit being cut away from 
the port of the periphery to form a fan-shaped passage 
leading across the ports of the liquid fuel discharge unit. 

Ellis R. Warren, Downingtown, Pa., exhibited a dis- 
Play of sheet metal work in the Downingtown Trade 





The Improved Kalamazoo 


Several recent improvements make the 
Kalamazoo better than ever, and that 
is saying a great deal. Although the 
construction is simple it is scientifically 
designed. It is our honest belief that 
when you sell a Kalamazoo you are 
giving your customer a system that 
will give him a better and longer ser- 
vice than any other made. 


This claim takes in a lot of territory, 
but we mean every word of it and will 
be glad to send you literature giving 
“hard boiled’’ reasons why. 


National Water Lift Co. 


Kalamazoo, Mich. 





Fig. 10A_ (illus- 
trated) 225 gal. 
per hour cap. 
completely 
equipped ready 
for operation. 
Weight 150 
pounds. List 








Price $95.00. Also 
furnished with 
tank. 

















Show recently held in that city. 


Strong—Simple 
Satisfactory 


The all steel construction—the 
ease and simplicity of the ad- 
justment and the wide range 
of movement (five inches per- 
pendicularly; two and one- 
half inches horizontally) are a 
few reasons for the ever in- 
creasing popularity of the 
Moore Radiator Hanger. 


There are seven styles for 
hanging any type or make of 
wall and legless radiation. The 
type shown is for double row 
wall radiation hung from bot- 
tom. 











Ask your jobber or write 
us for circular. 
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CARTY & MOORE ENGINEERING CO. 


611 W. Larned St., Detroit, Mich. 
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C. S. B. APPROVED 


SPRINKLER HEADS 


You can buy them separately 
from us or together with all the 
other necessary equipment for 
sprinkler systems. Use your own 
pipe and your own men and make 
your own price. No need to pass 


up this profitable 
longer. There are 
potential prospects 


business any 
hundreds of 
for sprinkler 


- systems right in your vicinity. 


Sprinkler heads 


must 


be replaced 


after a fire. Keep a 


stock 


on hand for 


thisclassofdemand. 


Write 


us for prices 


and details. We co- 
operate with you in 
every way. 


a 


—_— 
———s 
————— 


54 Batterymarch St., 


C. S. B. SPRINKLER CO. 


Boston, Mass. 
Factory: Laconia, New Hampshire 
Canadian Representatives: L. E. MoulinCo.,Inc. 


142 Inspector St., Montreal, Canada 








Tice the 
“co Hot Water 
from Half 

the Coal 


Made in Five Sizes 
12, 15, 18, 21, 24 in. 


CLE-BAR Service W ater Heaters 


When you buy an automobile you must figure 


the loss on the resale price and 
price to find the real cost. 


add it to the 


When you buy a water heater you must figure 
the amount of fuel it will consume over a period 
of years and add it to the price to find the real 


cost. 


Figured in this way, which is the only right 


way, the CLE-BAR Heater is 


considerably 


cheaper than others, although their list price 


may be lower. 


Ask us for all the facts 








MANUFACTURED BY 


CLEGHORN COMPANY 


54 Batterymarch Street, 


Boston, Mass. 
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Buyers’ Directory 





ACETYLENE (IN CYLINDERS) 
Prest-O-Lite Co., Inc., New York. 


ASBESTOS PRODUCTS 
Johns-Manville, Inc., New York. 
National Asbestos Mfg. Co., Jersey 

City, N. J. 


BATHROOM ACCESSORIES 


American Enameled Products Co., 
Chicago. 

Beaton & Cadwell Mfg. Co., New 
Britain, Conn. 

Bridgeport Brass Co., Bridgeport, 
Conn. 

Morency-Van Buren Mfg. Co., Stur- 
gis, Mich. 

Wise Co., Inc., J.B., Watertown, N.Y. 


BATH TUBS, ENAMELED IRON 


Crane Co., Chicago. 

Kohler Co., Kohler, Wis. 

Rundle Mfg. Co., Milwaukee. 
Standard San. Mfg. Co., Pittsburgh. 
U. 8S. San. Mfg. Co., Pittsburgh. 


BENCHES, PIPE, PORTABLE 
Martin & Sons, H. P., Owensboro, 


Ky. 
BENDERS, PIPE 
Martin & Sons, H. P., Owensboro, 


Ky. 
Penn Eng. Co., Reading, Pa. 


BENDS, CLOSET 
Compound Inj. & Specialty Co., 
Chicago. 
Eastern Fdy. Co., Boyertown, Pa. 
Greenwood Mfg. Co., Detroit. 
Groeniger Mfg. Co., Columbus, O. 
Josam Mfg. Co., The, Cleveland. 
Richmond Fdy. & Mfg. Co., Inc., 
Richmond, Va. 
Sanitary Co. of America, Linfield, 
Pa. 


BIDETS 


Maddock's Sons Co., Thos., Tren- 
ton, N. J. 


BLOWPIPES, LEAD BURNING, 
WELDING AND CUTTING 
Oxweld Acetylene Co., Long Island 

City, N. Y. 


BOILERS, HEATING, HOT 
WATER AND STEAM 


Abendroth Bros., Port Chester, N.Y. 

American Radiator Co., New York, 

Burnham Boiler Corp., Irvington, 
N. Y¥. 

Continental 
kirk, N. Y. 

General Boilers Co., Waukegan, IIl. 

Gorton & Lidgerwood Co., ew 
York. 

Gurney Heater Mfg. Co., Boston. 

Heggie Simplex Boiler Co., Joliet, 
Ii. 

Herbert Boiler Co., Chicago. 

Illinois Malleable Iron Co., Chicago. 

International Heater Co., Utica, N.Y. 

Kewanee Boiler Co., Kewanee, IIL 

Page Boiler Co., Wm. H., New York. 

Richardson & Boynton, Co., New 
York City. 

a Radiator Co., New York 


ty. 
Smith Co., H. B., Westfield, Mass. 


Heater Corp., Dun- 


BOILERS, HEATING, HOT 
WATER AND STEAM, 
MAGAZINE FEED 
American Radiator Co., New York. 
Gorton & Lidgerwoud Co., New 

York. 
Herbert Boiler Co., Chicago. 
Pierce, Butler & Pierce Mfg. Corp., 
New York. 
Weil-McLain Co., Chicago. 
Wilks Mfg. Co., 8. Chicago. 


BOWLS, WATER CLOSET 
Chicago Pottery Co., Chicago. 
Crane Co., hicago. 

Douglas Co., John, Cincinnati. 

Kohler Co., Kohler, Wis. 

Maddock’s Sons Co., Thomas, Tren- 
ton, N.J. 

Standard San. Mfg. Co., Pittsburgh. 

Zwermann Co., Robinson, Ill, 


BRACKETS OR HANGERS, 
RADIATORS 


American Radiator Co., Buffalo. 
Carty & Moore Eng. Co., Detroit. 
Gleockle, Jr., A. F., Rochester, N.Y. 
Grinnell Co., Providence, R.I. 
Healy-Ruff Co., Minneapolis, Minn. 
Smith Co., H. B., Westfield, Mass. 


Mention Domestic ENGINEERING when writing advertisers. 





BRACKETS, SINK 


Eastern Fdy. Co., Boyerto F: 
Illinois Malleable Iron Co., Chicage 4 


Richmond Fdy. & 
Richmond, Va. 
Riverside Foundry & Galy, 

Kalamazoo, Mich. 


Mfg. Co., Ine., 


field, Pa. 
Wessels & Sons, D. D., Detroit, 


BRASS GOODS, GAs 


Central Brass Mfg. Co., Cleveland, 4 


Crane Co., hicago. 


Haydenville Co., Haydenville, Mass, 4 


Mueller Co., Decatur, Ill. 


BRASS GOODS, STEAM 
American Radiator Co., Buffalo, 
Capitol Brass Works, Detroit, 
Crane Co., Chicago. 

Detroit Lubricator Co., Detroit, 
Fulton Co., 


Jenkins Bros., New York. 
ag ad Valve Mfg. Co., Elmira, 


Ohio Brass Co., Mansfield, 0, 
Penberthy Injector Co., Detroit, 


BRASS GOODS, WATER 
Capitol Brass Works, Detroit. 
Central Brass Mfg. Co., Cleveland. 
Crane Co., Chicago. 
Haydenville Co., Haydenville, Mass, 
Jenkins Bros., New York, 
aeagey Valve Mfg. Co., Elmira, 


N. Y¥. 
Morency-Van Buren Mfg. Co., Stur- 
gis, Mich. 
Mueller Co., Decatur, Ill. 
Ohio Brass Co., Mansfield, O, 
Penberthy Injector Co., Detroit. 
Ryan & Co., J. J., Chicago. 
Trenton Brass & Machine Co., Tren- 
ton, N.J. 
as ee & Metal Mfg. Co., 8. 
Paul. 
Wolverine Brass Works, Grand 
Rapids, Mich. 
Woodward-Wanger Co., Philadel- 
phia. 


BURNERS, GARBAGE 


General Boilers Co., Waukegan, Ill, | 
icago, Y 


Herbert Boiler Co., Ch 

Illinois Malleable Iron Co., Chicago, 
Kewanee Boiler Co., Kewanee, Ill, 
Wilks Mfg. Co., 8., Chicago. 


CABINETS, BATHROOM 
American Enameled Products Co., 
Chicago. 
Cabranette Corp., Chicago. 
CATCH BASINS, ACID PROOF 
Duriron Co., Inc., Dayton, 0. 


CATCH BASINS, CAST IRON 


Compound Inj. & Spec. Co. Chie ~ 


cago. 


Eastern Fdy. Co., Boyertown, Pa ~ 
Illinois Malleable Iron Co., Chicago. ~ 
Wade Iron San. Mfg. Co., Chicago, ~ 


CEMENT, IRON AND PIPE 
JOINT 


Johns-Manville, Inc., New York. 
Northwestern Chemical Co., 
etta, O. 


Rutland Fire Clay Co., Rutland, Vt. ~ 
Smooth-On Mfg. Co., Jersey City. © 


CHAINS PLUMBERS’ 


Bead Chain Mfg. Co., Bridgeport, 


Conn. 


CLEANING COMPOUNDS 


Chamberlain Co., Pittsburgh. 
Hercules Chemical Co., New York 


City. al 
Porodia-Radax Co., New Brighton, ~ 
Pa. t 
Rutland Fire Clay Co., Rutland, Vt © 


CLEAN-OUTS, CAST IRON 


Blake Specialty Co., Rock Island, 4 
Compound Inj. & Specialty ©» — 


Chicago. 


Eastern Fdy. Co., Boyertown, P& ; 


Estabrook’s Sons, R., e 
vosnarene EES. oa 
Groeniger s- . 

Phoenix Brass Fdy., Irvington, 


Richmond Fdy. & Mfg. Co. 100, 4 


Richmond, Va. 


Sanitary Company of America, Lise 


field, Pa. 


‘ 


ca I 
Sanitary Company of America, Lin. | 


The, Knoxville, Tenn, _ 
Haydenville Co., Haydenville, Maat gs 
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If you want more business you must 


dominate! 


You must make your name so familiar to 
your community by advertising that when 
people think of plumbing or heating, they 
think of you. You cannot rest satisfied 
because you have satisfied customers. 
Bigger business is not built that way. If you 
don’t think so, ask yourself this question: 


W here does the new shop get its customers? 


T gets them from among the customers of old, established 

shops that have not been aggressive enough in holding 
their customers. It’s the only place the new shop can get 
customers. 

In every average size community there is one, not more 
than two, shops in every line which dominate, which are 
best known. Why? You’ll always find them consistent 
advertisers. 

You ought to advertise. DOMESTIC ENGINEERING 
offers the Advertising Editorials every week,— an inexpen- 
sive way to get practical, expert copy,—copy that will enable 
you to dominate in your community. 


12 Illustrations —three months’ service—for only $4.20. 
48 Illustrations —one year’s service —for only $15.00, a saving of 10%. 


The copy costs you nothing—vyou take it every week from 


DOMESTIC ENGINEERING. 
Tear out and mail this coupon—now! 


DOMESTIC ENGINEERING, 1900 Prairie Ave., Chicago 
three months’ 
one year’s 
I’m going to dominate in the plumbing and heating field in my community. 


Please enter my order for service of Advertising Editorials. 





CIty AND STATE 

















